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INTRODUCTION. 



TO THE TEACHER. 

In the year 1886 Harvard College made a very impor- 
tant change touching the physics in its requirements 
for admission. For many years candidates for the Fresh- 
man class had been examined in physics^ but in text-book 
physics only. It was now decided to establish a require- 
ment of laboratory work to be recommended by the College 
in place of the text-book work, although the latter, con- 
siderably increased, remained as an alternative for those 
who could not command laboratory facilities. 

It soon became evident, in view of the inexperience of 
teachers and the very different standards and methods 
likely to be adopted by them, that a special course of ex- 
periments, carefully thouglit out and described with much 
detail, was needed to make the new plan a success. No 
one could doubt this who had to do with the first examina- 
tion held under this plan, when, owing to the delay of 
specific and full directions, every teacher was left to follow 
pretty nearly his own plan and devices. The candidates 
who offered experimental physics came, like the traditional 
beggars, ''some in rags and some in shags and some in 
velvet gowns.'* 

It appeared from the answers to a circular issued to pre- 
paratory schools in 1886 that in many of the best of them 
the amount of time generally given to the study of physics 

m 
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was about five school-hours per week in class-room, and 
probably some hours per week out of class-room^ for one 
year. Upon this basis of time the new course was laid out. 
As to the money limit, it was evident from the start that 
the demands of the course must be very modest. 

The choice of experiments required careful considera- 
tion. There could be no doubt that, if the course was to 
be kept from degenerating into mere perfunctory triflng 
with apparatus, there must be a backbone of quantitative 
work, but of what particular parts should this be made up ? 
The criterion adopted for this selection was that of prac- 
tical utility. An attempt was made to bring together such 
experiments as would have the most frequent and impor- 
tant applications in ordinary life, in the conviction that these 
would be, on the whole, quite as interesting and important 
in every other way as any that could be chosen under a 
different principle of selection. 

The system of experiments thus originated was described 
in detail in a pamphlet issued by the College in 1887. It 
was afterward somewhat revised, the last edition of the 
pamphlet appearing in 1889, with the title Descriptive 
List of Elementary Physical Experiments, The success of 
the course has been very gratifying. It is now followed by 
hundreds of pupils in the schools of New England, and is 
established in many other places throughout the country. 
At the examinations for admission to Harvard College, held 
in 1891, more than half of all the candidates in physics 
offered this course in place of the alternative text-book 
course. There has been, however, from the outset a wish 
on the part of teachers for a text-book to supplement the 
laboratory course. None of the current text-books, excel- 
lent in their way as some of them are, meet fully the special 
needs of a class using the College pamphlet. Hence the 
present book, which contains the full text of that pamphlet, 
with a few unimportant omissions and alterations, inter- 
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spersed with a considerable number of minor experiments 
and a large amount of discussion and problem work. 

The book is intended for the use of the student, to 
enable him to derive the full benefit of his experimental 
work; to guide him in his thinking, but not to relieve him 
from the necessity of thinking. It is therefore written 
with certain reservations : for example, the formula for 
working out the result of Exercise XXVII, on Specific 
Heat, being given in full, the formulas for Exercises 
XXVIII and XXIX, on Latent Heat, are not giveji ; in 
various cases where the subsequent course of the book 
requires that the conclusion to be drawn from a certain 
experiment shall be expressly stated, this statement is not 
given in immediate connection with the experiment which 
furnishes the basis for it, but is deferred somewhat in order 
that the student may have an opportunity to frame one for 
himself; as to the numerical results of the various exer- 
cises the book gives little or no hint. Hence the appre- 
hension that some teachers may have, lest the book may 
give too much assistance to the student, will probably be 
dissipated upon careful examination. 

Exercises taken from the College pamphlet, and the 
figures illustrating these exercises, are here numbered with 
Soman numerals. Other experiments and figures are num- 
bered with ordinary numerals. All, or nearly all, experi- 
ments are printed in a distinctive type. 

Beyond the fact that the text of the College pamphlet is 
reproduced in these pages, this is in no respect an official 
publication. The authors have had in mind during its prep- 
aration the needs of high schools and academies in general, 
and believe that the book will prove as useful to those who 
do not look forward to a College course as to those who do. 
They believe, too, that it is well suited to the needs of col- 
lege classes beginning the study of physics. 

It will not be necessary in this place to give, even in out- 
line, directions for the construction of a physical labora- 
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tory, for its equipment, or for the purchase and manufao- 
ture of apparatus. It may be well, however, to say that, 
if possible, a room should be set aside for the exclusive use 
of the class or classes in experimental physics, and that the 
teacher should be absolutely at liberty, not only during the 
physics hours, but also during several other hours of the 
week, to arrange for and to direct the experiments un vexed 
by any care of schoolrooms or of pupils, save those actu- 
ally engaged in laboratory-work. In too many high schools, 
of all sizes, this manifest prerequisite to successful experi- 
mentation is disregarded. 

The size of the divisions for laboratory-practice is a very 
important matter. Not more than half as many pupils at 
a time can be directed to advantage as can be heard in 
recitation: perhaps the number twelve is a fair limit. 
There must not be so many as to make it inconvenient for 
the teacher to get to the bench of each pupil at frequent 
intervals, during his rounds, in order to check at the out- 
set gross error on the part of the experimenter, and thus 
prevent the whole hour being wasted in following out a 
misconception of the conditions of an experiment. 

Teachers are somewhat divided in opinion as to the 
feasibility of conducting laboratory-work in physics upon 
the plan of allowing several different experiments to be 
carried on at the same time, in order to admit of the use of 
a single piece of apparatus by many students in turn. It 
must not be forgotten, however, that the mere performance 
of experiments in accordance with written directions is not 
the whole of a successful course in elementary physics. 
There must be questions, discussions, supplementary ex- 
periments, problems, to bring home to the young student 
the whole lesson that his experiments are capable of teach- 
ing. To do all this important work of enforcement with 
economy of the teacher's time requires that the class 
should move with a nearly even front, so that all of its 
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members may be interested in the same topics at the same 
time. It is, moreover, possible to hold the class to more 
original and independent work in case the experiments are 
performed upon the simultaneous plan, with each student 
doing the same work at the same time and using his indi- 
vidual set of apparatus. Only those experimetits should be 
performed by two or more iii partnership which cannot be 
successfully performed without co-operation. 

Many other points of practical importance in the conduct 
of the course are touched upon in the Introduction to the 
college pamphlet, which Introduction is here given in full. 

" The objects to be sought in the course of experimental 
physics which this pamphlet describes may be stated thus : 
Ist, to train the young student by means of tangible prob- 
lems requiring him to observe accurately, to attend strictly, 
and to think clearly; 2d, to give practice in the methods 
by which physical facts and laws are discovered; 3d, to give 
practical acquaintance with a considerable number of these 
facts and laws, with a view to their utility in the thought 
and action of educated men. 

^^ The course, limited as it must be in expense of time 
and money, cannot take up all the topics which in grade 
would be suited to it and which in a longer course would 
be desirable. 

"It will deal with 

MECHAOTCS. 
Certain distinguishing characteristics of solids, liquids, and 



Determinations of density and specific gravity. 

Simple cases of composition and resolution of forces. 

Simple cases in statics : inclined plane, lever, etc. 

Friction, the coefficient of. 

Dynamical comparison of masses. 

Action and reaction. 

Work. 
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HEAT. 

Eyaporation^ boiling, condensation. 

Expansion of liquids : study of mercury thermometer. 

Expansion of solids: linear expansion of metal bar. 

Expansion of gases : study of air- thermometer. 

Specific heat of a solid by method of mixture. 

Latent heat of melting. 

Latent heat of vaporization. 

SOUND. 

Direct measurement of velocity in open air. 
Character of a musical sound: rate of a tuning-fork. 
Interference : measurement of wave-length in air in a tube. 
Vibrations of strings. 

LIGHT. 

Photometry. 

Images in plane mirrors. 

Focal length of a converging lens. 

Conjugate foci of a " " 

Images formed by a " " 

MAGNETISM AND ELECTRIC CURRENTS. 

Lines of force due to magnets. 

Construction of a galvanic cell. 

Lines of force due to an electric current: galvanoscope. 

Resistance of wires. 

Resistance of a battery. 

Electromagnetism : telegraphic sounder and key. 

" With very few exceptions the experiments described will 
require the student to make measurements of some kind. 
To make such experiments intelligible and profitable they 
must^ in many cases, be supplemented by other experi- 
ments of a less rigorous character, such as are described in 
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the text-books of Avery, Gage, and various other authors, 
aud many of which are better fitted for exhibition on the 
lecture-table than for performance by each student of the 
class. In one or two cases, where measurement experi- 
ments would be difficult to arrange and where the omis- 
sion of all experiment might leave a serious gap in the 
student's knowledge, experiments not requiring set meas- 
urements are described. Such an experiment is the one 
on Boiling. The directions given in this pamphlet are in 
some cases very miuute. They are, however, intended to 
show how the experiments may be done, not how they 
must be done. The teacher should decide for himself how 
closely these directions are to be followed, and should feel 
at liberty to substitute for the experiments described other 
experiments covering equally well the same points. In con- 
nection with many experiments for which full directions 
are here given, references are made to somewhat similar 
experiments in Trowbridge's Neio Physics,^ or in Worth- 
ington's First Cotirse of Physical Lahoratory-jyractice^ 

"An attempt is made to assist teachers by means of refer- 
ences outlining in some measure the theoretical teaching 
which should be derived from or should accompany the 
laboratory-work in the first, and in some respects most 
difficult, half of the course, the Mechanics. Some pas- 
sages are referred to for the benefit of the teacher which 
are much too difficult for the pupils to take, directly or in- 
directly. The book most freely referred to is Lodge's 
Mechanics.* Teachers would probably do well to put this 
book into the hands of their pupils, although some of the 
passages designated might prove too difficult for them. 

" Other books which the teacher should have are Everett's 



> American Book Co., New York. Price $1.20. 
» Rivingtons, London. 1886. Price 4«. 6d. 

> Chambers's Science Manuals. London, 1887. Price B«« 
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Units and Physical Oonsiants,^ Goodeve's Principles of 
, MecJianics,* AnderBon's Strength of Materials,' Kiaudet's 
Electric Batteries,* Balfour Stewart^s Treatise on Heat,* 
Everett's last edition of DeschaneVs Natural Philosophy,* 
Stewart and Gee's Practical Physics for Schools, Jones's 
Examples in Physics. ' [To this list may be added Wein- 
hold's Physikalische Demonstraiionen, Quant and Handel^ 
Leipsic^ from which several illustrations in this book have 
been taken by permission^ and the Third Part of Whiting's 
Physical Measurement,* from which most of the data given 
in the Appendix have been taken.] 

"This course in all its aspects is intended to occupy the 
student about five school-hours a week, with the usual 
amount of study out of school, for one year. Some sub- 
jects will require less, others more, work supplementary to 
the laboratory-exercises, but it is thought that of the whole 
time devoted to the course perhaps not more than half 
should be given to these exercises and the calculations con- 
nected directly with them. The remainder should be spent 
on explanations, supplementai-y experiments, applications, 
problems, etc. ; and for this part of the work a text-book 
of the ordinary sort should be in the hands of each pupil, 
unless the teacher is extremely proficient and has at his 
disposal an amount of time much greater than most teach- 
ers in schools can command for physics alone. The exact 
order in which the laboratory and the text-book work shall 
be arranged must be decided by the teacher. 

> Macmillan & Co., New York. Price |1.25. 

* Longmans, Green & Co., New York. Text-books of ScieDce 
Series. 

» Macmillan & Co., New York. Price |1.50. 

* John Wiley & Sons, New York. Price |2.50. 
» Macmillan & Co., New York. Price fl.OO. 

« D. Appleton & Co., New York. Pour vols.; price $1.50 per vol. 
' Macmillan & Co., New York. Price 60 cts. 
» Macmillan & Co., New York. Price 90 cts. 
» D. C. Heath & Co., Boston. 
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'^ The number of exercises here given is 46, of which the 
student may omit any 6. For instance, he may omit the 
whole subject of Sound, or of Light. A still wider option 
will be provided in the written examination which the 
student offering this experimental course of physics is re- 
quired to take before admission to the College. 

"To secure the objects of the course the student during 
the laboratory-exercises is placed, so far as this is practi- 
cable, in the attitude of an investigator seeking for things 
unforetold. But this attitude, if rigidly maintained, would 
be likely to keep him for an absurdly long time upon the 
study of one set O- facts, or induce the habit of loose and 
hasty generalization. He shotild be required to work care- 
fully, but not with a higher standard of accuracy than the 
apparatus and time at his disposal will warrant. He should 
not be told what he is expected to see, but he must usually 
be told in what direction to look. He should be required 
to draw inferences from his experiments, but the sources of 
possible or certain error in his work should be pointed out 
in order that he may be saved from the danger of coming 
to think that all so-called physical laws are inferred from 
demonstrations as loose as his own. In fact, the main 
value of the student's inferences, in themselves, is that they 
will enable him to understand, and without undue stretch 
of faith to accept, the established conclusions of physicists, 
and these conclusions should in the end always be made 
known to him. 

"The following extract from a circular issued by the Col- 
lege in September, 1889, contains suggestions likely to be 
of permanent interest to teachers. The examination to 
which it refers is that of June, 1889. 

"^The great diversity and frequent ambiguity of the 
teachers^ certificates attached to the note-books make it 
necessary to state more fully than the College Catalogue 
states them the requirements in regard to the character of 
these books. The fact is recognized that it is impracti- 
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cable to have all the notes, including the working out of 
results and inferences, completed during the laboratory ex- 
ercises under the teacher's eye. But the record made dur- 
ing these exercises should include, at least, all the numeri- 
cal data which the student has to obtain for himself, and 
all other observations of transient phenomena. These first 
notes must be in the identical book which is to be presented 
to the examiners. They should be written with a black 
pencil or in ink, and should not be altered after they are 
made. Obvious, unquestionable errors occurring in them 
can be indicated and corrected in pencil or ink of a differ- 
ent color from that originally used without obscuring the 
original record. Such corrections, however, should occur 
but rarely. The tendency of the student to regard as un- 
questionably wrong any observation which is not what he 
expected it to be, and to make his observation tally with 
his expectation, is doubtless familiar to most teachers, and 
it should be one of the important objects of this experi- 
mental course to counteract this tendency. 

" ' It should be made possible for the examiners to tell at a 
glance what notes were written at the time of the laboratory- 
exercises and what were written at other times. This can 
be done by confining one set of notes to the left-hand pages 
and the other set to the right-hand pages of the book. 

" ' The following form of certificate will be printed by the 
College on slips suitable for placing in the note-books, and 
these slips will be furnished on application to the College 
Secretary: 

^* ^ This note-booh contains the original record of the labora- 
tory-work of 

done under my immediate supervision. The notes which 
are on the left-hand pages were made in the laboratory at the 
time when the exercises toere performed. Tlie notes which 
are on the right-hand pages were made 
{Signature) 
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" * Most of the note-books presented at tjie last examina- 
tion show a satisfactory range of work and a purpose to do 
the work faithfully ; but there are several general criticisms 
which apply in a greater or less degree to many books. 
These are : 

^^ * 1. Meagreness of experimental data, indicating a hasty 
performance of the exercises. This fault is most marked 
in the books from schools which have but lately adopted 
the experimental course. 

''^2. Want of intelligent regard for accuracy. Many de- 
tails intended to promote accuracy are given in the list of 
experiments^ and more will be given in the next [the pres- 
ent] issue ; but much is necessarily left to the watchfulness 
and ingenuity of the teacher and pupil. 

'^ ^ 3. Failure to work out the numerical results and to 
state the legitimate inferences. 

" ^ 4. Drawing conclusions which, although true, are not 
warranted by the experiments which the student has per- 
formed. This fault is a serious one. 

" * 5. Lack of proper explanatory and descriptive notes. 

"'6. Too great fulness in the verbal notes, — caused by re- 
peating the pamphlet descriptions, or by repeating phrases 
which would be wholly unnecessary if the numerical obser- 
vations were arranged in tabular form. 

'* *7. Failure to keep the results of observations separate 
from other data and the calculations, in such a way as to 
make the results conspicuous. 

" ^ 8. A general disregard for neatness and good form. 

" 'In the laboratory-examination the candidates geijerally 
showed a very fair acquaintance with the general methods 
of the various exercises; but here, as in the note-books, 
their frequent failure to make the most accurate use of the 
apparatus at their command was noticeable. The increas- 
ing skill and experience of teachers will doubtless effect a 
gradual improvement in this respect. 
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** 'The written examination of candidatefi who present al- 
ternative 2 in physics is a test subordinate in valae to the 
note-books and the laboratory-examinations; but experi- 
ence has shown that it affords desirable additional evidence 
of the candidates' acqaaintance with the subject/ 

" A common error in note-taking is the crowding of notes, 
the failure to leave generous spaces between exercises or 
different parts of the same exercise. Others are the fail- 
ure to make prominent headings, the use of common frac- 
tions instead of decimals, etc., etc. 

" It is an excellent practice to require the student to put 
into the hands of the teacher before leaving the laboratory 
the main data of the experiment which he has just per- 
formed, enough to enable the teacher to calculate, if he 
should desire to do so, the numerical result of the student's 
work. 

" Hints in regard to procuring the more important pieces 
of apparatus are given in the Appendix. 

" The greater part of this pamphlet has been written and 
revised by Dr. Hall. The experiments have been ar- 
ranged and a considerable number of them have been de- 
vised by him. Some of the exercises were devised wholly 
or in part by Dr. Whitikg. In several cases acknowledg- 
ments of suggestions from other sources are made in con- 
nection with particular experiments.'' 

The college pamphlet {Descriptive List of Elementary 
Physical Experiments), of which this book is an expan- 
sion, is for sale by 0. W. Sever, University Book-store, 
Cambridge, Mass. 
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CHAPTER I. 

GENERAL DEFINITIONS; INTRODUCTORY 
EXPERIMENTS. 

1. Definition of the Science of Physics.— It would be well 
to begin this book with a brief, full, and clear definition of 
the science of physics; but for the beginner there is no 
such definition. We can hardly do better than to say that 
physics is the science of mechanics, sound, heat, light, elec- 
tricity, and magfietism, and to leave these words to be 
defined by the remainder of the book. It may, however, 
be added just here, that, although this division of the 
science is a convenient one, rapid progress is being made 
toward explaining all the phenomena of physics as purely 
mechanical effects. 

2. Definition of Force, Matter, etc. — In the study of me- 
chanics, which will first occupy us, we shall encounter 
certain words concerning the meaning of which we should 
have an understanding at the outset. 

Force, — A force is a push or a pull. In scientific lan- 
guage, pushes are frequently called pressures, and pulls, 
tensions. 

Matter. — All are familiar with many kinds of material 
substance or, in physical language, mutter, such as the 
metals, marble, glass, wood, oil, water, air, and so on, but 
it has been found by physicists extremely difficult to con- 
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struct any definition of matter which really adds anything 
to our common knowledge of the subject. Perhaps no bet- 
ter definition can at present be given than the following: * 
matter is that which can be acted upon by, or can exert, force. 

Any aggregation of matter, in whatever state it exists, is 
called a body of matter, or, simply, a body. According to 
the ease or difficulty with which the particles of a body 
move with respect to each other the body is called a gas (or 
vapor), as steam; a liquid, as water; or a solid, as ice. 
= Strain, — Any change in the shape or size of a body is 
called, in scientific language, a strain. 

Stress. — Any application of force tending to produce a 
strain is called a stress. 

It should be noted that the familiar non-scientific mean- 
ing of the word strain is very similar to the scientific mean- 
ing of the word stress. 

More precise definitions of these two words, for a par- 
ticular case, will be given in connection with the study of 
elasticity. 

3. Qualitative and Quantitative Experiments. — An ex- 
periment is called qualitative, if it shows us how something 
acts. An experiment is called quantitative, if it shows how 
much something acts. 

4. Units of Matter, Force, and Distance. — Physical meas- 
urement is in general the process of determining some un- 
known quantity in terms of some accepted unit. The units 
of matter that we shall be most concerned with in this 
course are the pound, the ounce, the kilogram, and the 
gram. The most common units of force will be those de- 
fined as equivalent to the pull of the earth upon the various 
units of matter. These force-units are in general called by 
the same names, pound, gram, etc., as the units of matter by 
means of which they are defined. As units of distance the 

» Thomson and Tail's Nat. Pbilos., vol. i., art. 207, edition of 1879. 
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foot and inch and the meter and centimeter will be most 
used. 

For scientific purposes the units of the metric system 
(See Appendix), some of which have just been mentioned, 
are more convenient than the common English units, but 
the latter are so much more familiar to instrument-makers 
and the public generally in this country, that they can 
hardly be dispensed with in a book like this. 

A much fuller discussion of units will be given later. 

5. Experiments in Measuring Lengths and Weighing. — 
Since practical physics consists in considerable part of meas- 
uring lengths and weighing, it is necessary for the student 
at the very outset to become somewhat familiar with the or- 
dinary processes of performing these operations, and to 
learn by using them the values of the units employed. 

EXPERIMENT 1. 

Measure the length, breadth, and height of the physical laboratory, 
in meters and decimal parts of a meter, \ and calculate its volume in 
cubic meters. 

EXPERIMENT 2. 

Measure the length of a page of your physics text-book, and try 
to read the length on the meter-rod to within 0.5 of a millimeter. 
The rod is graduated only to millimetei-s, but the student can with 
a little effort subdivide each of these finest divisions by the eye into 
two equal parts. It is important to place the object to be measured 
against the meter-rod or other rule in just the right way. Do not 
begin at the end of the rod, but we will say 1 cm. from the end, 
and lay the thing to be measured against the graduations in such a 
way as to make the latter lie against tlie surface of the olfject as closely 
as possible. In the present experiment, for instance, place the page 
and rule as block and rule are placed in Fig. YII. 

EXPERIMENT 3. 

Take a book whose covers do not project over the edges of the 
leaves, for example, a thick note-book of some kind, place it on the 

* For instance, do not write 5 m. 8 decim. 7 cm., but 5.87 m. 
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table just at the edge, put on it some moderately heavy weight, 
for instance, a 1 or 2 kgm. weight of iron, and measure 5 or 10 mm. 
vertically on the edges of the leaves. Count the number of leaves 
and calculate from their number the thickness of an average leaf, 
in decimal parts of a mm. Repeat once or twice, using different 
parts of the same book. 

EXPERIMENT 4. 

Weigh on the most delicate balance in the laboratory 0.«5 m. of 
annealed iron wire, no. 24, or 25, > and calculate the weight per 
linear centimeter of this wire. Then weigh two or more pieces of 
the same wire, each less than a meter long, which have been care- 
fully measured, cut off, and then rolled up or twisted into spirals 
by some other person. From the known weight per centimeter of 
the wire used, calculate the unknown length of the portions given you. 
Should any of your results be i of 1 jt,' or more, larger or smaller than 
the true value, repeat ' with new pieces of different (unknown) lengths. 
In all accurate weighings observe carefully the following rules: 

8. Rnles for Weighing. — 1. If the balance-pans are 
provided with a movable support, or can be raised so as to 
swing freely but otherwise rest on a support, always have 
the pans supported while putting on or removing weights 
or other objects. 

2. Be sure that the balance is in equilibrium, for ex- 
ample, that the pointer, if there is one, stands at the zero 
point when the balance is not loaded/ 

3. Keep the pans clean and dry. 

* See Appendix. 

« That is, yj, of the tnie value of the quantity meamred, whether 
this be large or small. 

* If the balance is really a good one. 

^ Many balances are provided with some special mechanical con- 
trivance by means of which the zero reading can be made true. 
Balances not so provided can be adjusted by putting light objects in 
one pan or the other before weighing. Many experienced observere 
instead of adjusting the balance mechanically merely note the posi- 
tion of the pointer without load, and treat this position as the zero 
from which deflections are to be measured. 
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4. Keep the bearings free from rust^ but not oiled. 

5. Always handle the balance gently, and lift the 
smaller weights with forceps only. 

6. Never weigh in a draft of air : if the balance has a 
case with a sliding window, lower the window to get your 
final reading. 

Do not breathe upon a delicate balance while weighing. 
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CHAPTER IL 

SOME CHARA.CTERI8TIC8 OF SOLIDS. 

7. Tenacity. — Any solid maybe broken by a longitudinal 
pull of sufficient force, and the ratio, /orce -r- area of cross- 
section of object, expresses the tenacity of the substance 
experimented upon. Every one is familiar with the dif- 
ference in tenacity between cotton twine and twine made 
of linen or hemp, between paper and cloth, and between 
weak metals like lead and the stronger ones like brass' 
and steel. A thinnish lead pipe of a centimeter in outside 
diameter could be pulled in two by a moderately strong 
man, while a steel wire of 1 millimeter diameter would 
sustain the weight of a heavy man. Steel pianoforte wire, 
indeed, is one of the most tenacious of substances, and a 
wire of 0.44 square millimeters in cross-section will sup- 
port a weight of 106 kgm., or will sustain 31 kilometers 
of itself, when hung by one end, before breaking.* If te- 
nacity is reckoned, as it may conveniently be, in kgm. 
per sq. mm. of cross-section, the tenacity of the wire above 

described would be- - = 240.9. 
.44 

MECHANICS. 

[Teacher's References for Exs. I-IV. Everett's Units, etc., Chap. 
V. Lodge, Arts. 144-152. Goodeve, Arts. 175-182. Ander- 
son, pp. 180-182, 130-134.] 

' Brass is not, strictly speaking, a metal, but a mixture of metals, 
an alloy. 

^See Encyclopedia Britannica, article Elasticity, vol. vii., p. 
800 (9th edition). 
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EXERCISE I. 

BREAKING STRENGTH OF A WIRE. 

FIRST Pabt.— Apparatus : A piece of spring-brass wire, No. 27, 
Brown & Sharpe gauge, about 1 m. long. A Ohatillon 30 lbs. 
straight spring-balance.^ (This balance has a scale about 12 cm. 
long and is graduated to ^ lb.) Some cylindrical body 2 cm. or 
more in diameter, jfized in position, to which one end of the 
wire may be made fsst (A water-pipe, large gas-pipe, or table- 
leg will serve. Two students may pull against each other, one 
at each end of the wire, thus doing away with the fixed cylin- 
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der.) A short spool or perforated short section of a broom- 
stick to be slipped on the hook of the balance as a guard. 
(This guard must not be free to revolve on the hook of the 
balance. Therefore make it too long to go on the hook 

1 When a spring-balance, graduated for use in the vertical posi- 
tion, is placed unstrained in the horizontal position, the index rests 
behind the zero- mark. The force required to bring the index out to 
the zero-mark when the balance is in this position can be found with 
sufficient accuracy by means of another much more sensitive spring- 
balance, or by attaching to the hook one end of a string reaching over 
a smoothly- running pulley and bearing a known weight at the other 
end. This force is to be added to the actual readings of the balance 
in order to find the true force exerted by it in the horizontal position. 
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at fint, and then cat it away on one side at both ends until it will 
goon.) 

In this easpeiiment care most be taken to have no Idnks or 
sharp bends in the part of the wire which is to be suljected to the 
foU strain. Therefore with one end of the wire make several 
tarns aroand the fiaced cylinder, and then fasten this end to any 
convenient olject, snch as a tack driven into the wall, table, or 
floor near the ol^ect aroand which the wire is woand. Pass the 
other end of the wire throo^ the eye by which the hook is at- 
tached to the balance^ fssten it there, and then wind several tarns 
of the wire about the wooden guard which has been slipped upon 
the hook. Now pull steadily with the spring-balance, gradually 
increasing the force, watching all the time the index of the bal- 
ance and taking care to avoid, so far as practicable, friction within 
the balance. Note the position of the index when the wire 
breaks.^ Do this several times, we will say five times, using 
each time a new piece of wire.' 

Seoond Pabt.— Apparatus : A balance weighing to a centigram.' 
Weigh a known length, about 1 m., of the wire and calculate the 
length of a piece that woulc* just break under its own weight 
when suspended by one end.^ 

> Care must be taken to avoid injury to the hands from the recoil- 
ing hook of the spring-balance when the wire breaks. Painful ac- 
cidents have resulted from a neglect of this precaution. 

[Attention is called to Fig. 1, as illustrating the proper way of 
using the spring-balance. The eye should look straight down u|x>n 
the index. It is convenient to buy the wire wound on spools, and to 
mount each spool as shown in the figure.] 

* The danger of tangling the coil of brass wire can be much less- 
ened by laying the coil flat upon a board and driving three or four 
nails into the board along the inner circumference of the coll. 

• Such is the scale-pan balance described by Prof. Cooke in his 
pamphlet "Fundamental Principles of Chemistry," issued by the 
College. This has a range from 100 gm. to .01 gm. Balances of 
this latter sort may be obtained at a low price from £imer& Amend, 
205 Third Avenue, New York. Every school should in any case 
have one or two such balances, or others equally sensitive. 

^ Expenment shows that the breaking strengths, in simple stretch- 
ing, of different wires of the same kind and quality are proportional 
to the areas of cross-section of the wires. The weights per unit 
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Instead of doiiig this the stadent can measure careliilly the 
diameter of the wire by means of screw-calipers, and then calcu- 
late the breaking strength, in ponnds-weight, of a rod of similar 
material 1 sq. in. in cross-section. 

^ 9. Calculation of Tenacity. — Calculate, in the manner 
explained in § 7, the tenacity of the wire used in kilograms 
per square millimeter. Remember that the cross-section 
of the wire is a circle. Its area may be found by ihb 
formula area = J ttD*, in which the Greek letter 7t stands 
for the number 3.14, by which the diameter of a circle must 
be multiplied to obtain its circumference, and D repre- 
sents the diameter. The diameters of the wires used may 
be obtained with sufficient accuracy for this calculation by 
comparing their wire-gauge numbers with the table of 
diameters given in the Appendix.' 

10. Elasticity: of Volume, of Figure.— The power which 
a body has of recovering, more or less perfectly, its original 
volume after the force which has changed the volume is 
withdrawn is called elasticity of volume. This property 
exists in perfection in liquids and gases, which recover 
completely from the effect of any compression, however 
long it has been continued, when the forces producing it 
have ceased to be applied. 

lengths are also, of course, proportional to the cross-sections. Hence 
a large wire and a small wii'e of the same kind and quality must be 
equal in length, if each is just long enough to break under its own 
weight. 

1 The best wire-gauge to use in physical measurements is the 
Brown and Sharpe gauge, a circular plate of steel with numbered 
slits arranged radially about its circumference. The values given 
in the table refer to the breadths of the slits, not to the diameters of 
the holes intp which the slits are cut. In gauging a wire, much care 
must be taken to use a straight portion, free from rust or dirt, and 
to introduce the wire into the slit always with about the same 
(slight) pressure. Be sure that the wire is neither bruised flat nor 
roughened at the point where it is gauged. 
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The power which a body has of recovering, more or less 
perfectly, its original shape after the force which has 
changed the shape is withdrawn, is called elctsticity of shape 
or figure. Liquids and gases are nsnally regarded as en- 
tirely lacking in this property, although any body of liquid 
or gas left entirely to its own forces and at rest would 
finally assume a spherical shape. Elasticity of figure, then, 
is peculiarly a property of solids. It is called also rigidity. 

So-called inelastic or plastic solids are those which, like 
lead, wet clay, or putty, yield readily to a slight distorting 
force, manifesting little or no ability to resume their 
original shape when that force ceases to act upon them. 
Highly elastic solids, like tempered steel, spring-tempered 
brass, and ivory, offer a constant resistance even to very long- 
continued distorting forces, and will immediately resume 
their original shape upon the removal of any such force, 
provided the strain does not exceed a certain value, called 
the limit of elasticity, beyond which the substance will act 
like a plastic solid. 

EXPERIMENT 5. 

Take some pieces of number 25 or number 27 (B. & S. gauge) 
copper wire and some spring-brass wire of the same diameter, each 
about 30 cm. long. Wind a piece of each wire closely about any 
smooth cylinder—for example, a stout glass tube or student-lamp- 
chimney; upon letting go the ends notice whether the wires uncoil 
at all. 

Try the same experiment with the brass wire after heating it 
almost to redness in a gas-flame. 

12. Strains in Wires. — If the student repeats Exer- 
cise I with softer wires — for example, copper or annealed 
iron — he will doubtless notice that they stretch consid- 
erably before finally breaking. Take the gauge of these 
wires at various points after breaking and endeavor to 
discover whether the stretching process affected percepti- 
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bly their diameters. The stretching which is so evi- 
dent in copper or soft iron wire is, in scientific language, 
called a strain (in this case a longitudinal one), and any 
change in the diameter of the wire would constitute a trans- 
verse strain. Plainly in this instance the strain is a per- 
manent one, but careful measurements, best made with 
some more delicate instrument than the wire-gauge, would 
show a considerable temporary strain, followed by a slight 
permanent one, in the spring-brass wire as well. 

13. Exercise IL Elasticity of Brass Wire. — It has 
already been stated (in § 10) that the name elasticity is 
applied to that property which causes any strained portion 
of matter to resume its original bulk or shape upon the 
removal of the force which caused the strain. In Exercise 
II the longitudinal elasticity of bmss wire is the phenom- 
enon to be studied. 

EXERCISE II. 

ELASTICITY: STRETCHINQ. 

[Three persons should work together in this experiment.] 

Apparatus: A wire like that used in Ex. I, but 4 m. or more 
long.i A spring-balance like that in Ex. L Two meter-rods 
graduated in millimeters. (Shorter rods may be used.) 

Drive a nail or screw into the floor or the top of a table and 
fasten it to one end of the wire. It is not necessary in fastening the 
wire to take such precautions as in Ex. 1} but care should be 
taken to make a fastening that will not 3riel4 much when the wire 
is pulled. (Some teachers solder the wire to a screw.) Fasten the 
other end of the wire to the hook of the spring-balance and pull 
with a force of 1 or 2 lbs., the wire and balance being horizontal 
and the latter l3ring upon its back. This will draw the wire tol- 
erably straight. Make the balance fast in this position or have it 
held while the arrangements are completed as foUows : Solder two 

* Two shorter pieces of wire may be soldered together to make the 
required length. This soldering, if properly done, will not affect the 
stretching perceptibly. 
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pieces of fine wire about i cm. long aoroM the long wire at right 
angles, one near each end, to ser^e as markers. Pat the measure 
Ing rods alongside the wire opposite these markers. When now 
the wire is stretched further, each of these markers will more, and 
its movement, if sufficiently great, may be measured on the scale 
opposite. The diffsrence between the movements of the markers 



Form of Record for Exbrcisb II. 

Result of stretching a No. — B. & S. spring-brass wire, four meters 
long: 



Pounds 
tension. 


Total 
elongation. 


Permanent 
elongation. 


Temporary 
elongation. 


Total 

elongation 

per lb. 

tension. 


Ratio 

of total 

elongation 

per lb. to 


1 


mm. 


mm. 


mm. 


mm. 
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ifl the amonnt of stretching which occurs in that part of the wire 
that lies between them. 

Great care should be taken in reading the positions of the mark- 
ers and in handling and reading the spring-balance. 

Read the positions of the markers, with a force of 1 lb. applied, 
and then increase the force 2 lbs. at a time, reading at each addi- 
tion and coming back to the original 1 lb. for a new reading every 
time, until the wire becomes strained beyond its limit of recovery 
and ifails to return to its original length. 

Record the original length, roughly measured, of that part of 
the wire in which the stretching is observed. 

Put the observations in tabular form and look for some relation 
between the amounts of stretching and the forces that produce 
them. 

14. Laws of Elasticity. — If Exercise II has been care- 
fully conducted, the tabulated results will enable us to-- 
answer such questions as : (1) Is such wire perfectly elas- 
tic* (that is, does it exactly resume the original length) 
in case the pull upon it is much less than the breaking- 
weight? (2) If there is such perfect elasticity, at what 
value of the stretching force does it fail? (3) Does the 
temporary strain per kilogram of tension increase or 
decrease after permanent strain has set in ? (4) Does the 
amount of temporary strain show any simple relation to the 
amount of tension ? (5) Does the amount of permanent 
strain show any simple relation to the successive increments 
of tension after permanent strain first appears ? The 
student should answer these questions from the results 
obtained in Ms own experiments. 

The answer to (4) will constitute the first law for linear 

extension of solids submitted to longitudinal tension. A 

few additional experiments would suffice to establish the 

second law : 

-SSI Elongation is proportional to the length of the mre : and 

^ Of course more delicate tests might show permanent changes 
which the rough methods of this book cannot detect. 
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the third law : Elongation is inversely proportional to the 
cross-section of the wire,^ 

15. The graphical method of showing results. The results 
of this exercise may be rendered apparent to the eye by re- 
sorting to what is known as the graphical method. This 
mode of recording and exhibiting the relations of forces to 
their effects bears the same relation to a numerical state- 
ment that geometry bears to arithmetic^ and it is in fact 
an application of geometry. The annexed diagram. Fig. 
1, consists of a large number of equal squares, about i cm. 

* The followlDg definitions and formulse may help to show the 
relations of the quantities discussed in the preceding paragraphs in a 
somewhat more definite shape. 

^ ^. .. stress o, tension 

Elastteity = -— — 7-. Stress = ■ 



strain a/rea of cross-seeiion 

If in the preceding experiment we consider only the change In 
length of the stretched wire, 

BfTnJ'^ - change of length 

strain = ;— ; — — — -v- . 

original length 

Hence 

, ^. .^ tension -^ <irea of eross-seetion 

elasttcttv ^^ — ^»^— 

^ change of length -i- original length' 

If several bars of various sizes and shapes but made of the same 
material in the same state of purity, hardness, etc., are subjected to 
tests, like those of Exercise II., which do not exceed the limit of 
elasticity, it is found that the quantity, stress -*- strain; is the same 
for all of them. It is called the modulus of elasticity for the given 
material under longitudinal strains. A different material has a differ- 
ent modulus, that is, a different value for stress -i- strain. For instance, 
if force is reckoned in kilograms and area of cross-section in milli- 
meters, the modulus for steel bars of a certain grade is 25,000 and 
for copper wire of a certain grade about 12,000. Tables of such 
moduli derived from experiments are printed in many books used by 
physicists and engineers, but different grades of the same general 
substance will differ so much in their tenacity and elasticity that ma- 
terials which are to be put to any severe and important use, steel for 
making heavy cannon, for instance, are often subjected to special 
tests to prove their qoaUties. 
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on a side^' and upon this series of squares the result of Exer- 
cise II may be represented as follows: number the larger 
divisions in a vertical column at the left of the sheet, calling 
the lowest heavy line 0, the next heavy line above, 1, and 
so on. These figures may stand for kilograms ' tension. 
Next, measure off from the left-hand heavy vertical line, 
and on a level with the figure standing for each tension 
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in turn, a distance corresponding to the number of mm. 
stretching which was produced by that tension. In the ac- 
companying diagram the horizontal distances correspond to 
elongations obtained as the result of an actual experiment. 
The numbers in a horizontal row at the bottom represent 
mm. of elongation, and the dots a, b, c, d, which extend di- 
agonally across the diagram mark the results obtained by 



* Any ordinary paper, divided into squares, such as is furnished 
by dealers in drawing materials, will answer. 

• Kgm. are used here because they go, more naturally than pounds, 
with mm., in ^hich the extensions are measured. 
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indicates that^ in this experiment^ stretching is propor- 
tional to tension. 

16. Comprearion. — All that has been said concerning the 
stretching of bodies by tension is equally true concerning 
their compression. The same general laws hold for com- 
pression as for stretching, and, moreover, the modulus^ for 
the compression of any substance is numerically the same 
as the modulus for its stretching, provided the limit of 
elasticity is not exceeded. The limit of elasticity in com- 
pression is, however, not necessarily the same as the limit 
of elasticity in stretching. 

17. Strains produced by Transverse Forces. — ^The preced- 
ing considerations lead naturally to Exercise III, on bend- 
ing, for it will be found that usually when a body is bent 
some parts of it are stretched and some parts compressed. 

EXPERIMENT 6. 

Take a long thick india-rubber "eraser "and measure carefully 
the length of the two opposite sides. Then bend the eraser sharply, 
in such a way that one of the measured sides will be on the inner 
arc and the other on the outer arc, taking care not to stretch or com- 
press the rubber unnecessarily. Measure the length of the two arcs 
thus formed and determine for each side whether it is longer or 
shorter than before bending. 

Countless instances of flexure or bending produced by 
some kind of transverse force acting upon more or less 
elongated objects will occur to every one. A sagging tele- 
graph-wire, the limb of a pear-tree bending under its load 
of fruit, the bent springs of a loaded carriage, the sagging 
rafters of an old building, are only a few familiar examples 
of bodies strained by transverse forces. Exercise III is 
intended to enable the student to answer for himself the 
question what general quantitative relation exists between 
the amount of transverse force applied, and the amount of 
bending which it will produce. 

> See note to p. 14. 
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EXERCISE III. 

ELASTICITT: BENDING, 



[Wortfaingtoo, Sxp. 8, p. U9, and Bzp. 8, p. 181.] 

Apparatus : Two rodi of dear white pine of similar grain, each 
41 in. long and H in.* thick, one of them H in. wide, the other 1 
in. wide j for supports, three 2-in.-long triangular prisms of wood 
about 1 in. thick. Weights from 100 gm. to 2 kgms. A scale 
about 10 cm. long, graduated in millimeters, which may be a short 
cut from a wooden meter-rod. A very light, straight rod of wood 
about 32 cm. long. 




. Fio. XL 

FIRST Oasb. — ^Lay the narrow rod horizontally upon two of 
the supports placed parallel to each other with their centres 1 m. 
apart. Place the other block parallel to the rod and alongside its 
middle, the centre of the top of the block being 6 cm. distant from 
the nearer edge of the rod. On this block as a fulcrum support the 
light piece of wood in the manner of a lever, the short arm termi- 
nating under the rod and the end of the other arm lying alongside 
the 10 cm. scale placed vertical at a distance of 30 cm. from the 
edge of the meter-rod. This lever is merely an indicator and will 
show the up and down movements of the middle of the bar mag- 
nified five times. 

In order that this magnilying ratio may remain constant Ihe 
lever should bear against the front edge merely of the rod at the 

' Inches are used here because carpenters would find it difficult to 
follow exact dimensions given in centimeters. 
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start and throughout. Thia ia eaaily eflfected by having its sup« 
port slightly higher than those of the rod. 

Read the position of this pointer upon the 10 cm. scale. Then 
lay^ upon the middle of the meter-rod 100 gm. and again read the 
position of the pointer. Remove this weight and read again. 
Then put on 200 gm. and do exactly as before \ then 300 gm., 
400 gm. in turn, measuring every time with weight on and with 
weight oflf and stopping at any time if permanent bending is per- 
ceived. 

If the rod is warped, take care in putting on and taking off 
weights not to let it rock. Make it touch the supports at the 
same points all the time. 

Seoond Case. — Use the narrow rod with supports 50 cm. 
apart. Load from 600 gm. to 2000 gm., adding 500 gm. at a time. 

Third Case. — Use the broad rod on broad-side with supports 
1 m. apart Load from 200 gm. to 800 gm., adding 200 gm. at a 
time. 

FOITRTH Case.— Use broad rod on edge with supports 1 m. 
apart. Load from 500 gm. to 2000 gm., adding 500 gm. at a time. 

The following form of recording observations is suggested : 

1st case : rod flat ; supports 1 m. apart. 



Load. 


Readings 
with 
load. 


Readings 

without 

load. 


Mean. 


Rise of Deflection 
pointer of rod. 
on scale. 


Deflection 
per 100 g. 


gm. 
100 
200 


cm. 
8.40 
8.75 


cm. 
8.00 

8.00 

2.96 ' 


cm. 
8.00 

2.98 


cm. cm. 
0.40 + 5 = 0.080 

0.77 .. 0.154 


cm. 
0.080 
0.077 


. . 


. 




. . 


. 


. 


• • 


. ■ 




• • 


. . . . 


• • 



Mean . . 

As the grain of the wood may di£fer considerably in different 
rods, it is well in deducing general laws from this exercise to take 
the mean of the results obtained with a considerable number of 
rods, all as much alike in grain as practicable. The effect of 



> If the weights provided are not fiat they must be put in a pan 
suspended from the middle of the bar. For this purpose the middle 
of the bar can be placed over a hole bored through the table-top. 
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length, of width, and of thicknemi upon itiffiieM ou in this way 
be made out with conaiderable oleaxneis.^ 

^,^,^19. Laws of StifEaess. — ^The results of the exercise should 
enable the student to answer the questions : (1) What is 
the relation between the transverse force applied and the 
flexure of elastic rods ? For example, if a force/ produces 
a depression d, how great a depression would be produced 
by a force 3/? (2) What between length of rod and 
amount of flexure, i.e. distance which the middle of the 
rod is depressed ? (3) What between breadth of rod and 
amount of flexure ? 

An important law not here shown maybe stated : (4) Flex- 
ure is inversely proportional to the cube of the thickness of 

the rod, depression a -t^-. Show how closely your results 
t 

agree with the fourth law.* 

It would be well to try to put the answers to the ques- 
tions above asked into a single formula (together with the 
law stated in (4) ), placing the several symbols used for pres- 
sure, length, breadth, and thickness either in the numerator 
or denominator, as may be necessary, of the single fraction 
which shall express in compact form the four laws of stiff- 
ness of rods or beams, it being understood that flexure is 
inversely proportional to stiffness. 

20. Breaking-strength. — It is important to notice that the 

^ It should be distinctly impressed upon the student that he is here 
testing the stiffness, not the strength, of the rod in the various posi- 
tions. For instance, the breaking-strength of a short rod does not 
bear to tlie breaking strength of a long rod so large a ratio as the 
load required to depress the middle of the short rod a certain dis- 
tance bears to the load required to depress the middle of the long 
rod the same distance, for the short rod cannot have its middle de- 
pressed so far as the long rod can without breaking. It would be 
well to show the class an experimental proof of this fact. 

' The symbol a is read varies as, or is proportional to. 
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formula suggested in § 19 will not express the dependence 
of breaking-strength upon dimensions in the case of rods 
submitted to the action of transverse forces. Adding to 
the thickness of a rod^ for instance, increases its strength 
less than it increases its stiffness. A thick rod is hard to 
bend, but a little bending will break it. We have the 
following relations : strength a width ; strength a thick- 
ness*; strength a -j — r^. Combining these three rela- 
tions we get the formula 

width X thickness* 



strength a 



length 



Experiments on the breaking-strength of rods are too 
wasteful of material to be available for class-work, but a 
few tests made by the teacher in the presence of the class 
will serve to enforce the law just stated. 
,^^21. Cross-section of Iron Beams. — It has already been 
noted (see § 17) that the outer arc of a bent rod is 
stretched and the inuer arc compressed. It has also been 
stated that in a given substance the limit of elasticity in 
stretching is not necessarily the same as its limit in com- 
pression. Cast iron, for instance, will bear much more 
compression than stretching before giving way. Accord- 
ingly cast-iron beams or rails are made much wider 
on the side which is to be stretched than on fche 
side which is to be compressed ; a cross-section 
like this (Fig. 3) being sometimes used.* fio. 8. 

22. Elasticity of Torsion.— The elasticity of torsion is 
most familiarly manifested in the alternate twisting and 
untwisting to be noticed when a weight is suspended by an 
ordinary (not a braided) cord or rope. It is much better 
shown by an elastic wire than by any rope on account of 

> See Goodeve's Mechanics. 
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the striking elasticity of the wire, and the consequent 
promptness with which it springs back to and even beyond 
its original position after a torsional stress has been re- 
moTed. 

EXPERIMENT 7. 

Hang by one end a no. 26 or 28 brass wire, not less than a 
meter long, from a finn suspension (for eicample, a small hand- vise), 
and attach to the lower end a weight of fifty or a hundred grams, to 
which a pointer of card-board or a straw has been fastened at right 
angles to the wire. Turn the weight through a considerable angle, 
then release it and notice the rapid circuhir movements of the pointer. 

23. EXERCISE IV. 

ELASTICITY: TWISTING, 

Apparatus : Two rods of clear ash of similar grain, each 36 In. 
long, one of them H XH in. in cross-section, the other Hx^^x^ 
one end of each rod being fitted into the middle of a atont orosa- 
bar 1 ft long (or better, fitted azially into a oironlar board 1 ft in 
diameter). Some means of fastening the rods rigidly at any aeo- 
tion in a vertical position.' 

A sheet of card-board upon which is traced a circle the diam- 
eter of which is somewhat greater than the length of the cross- 
bars on the rods, one eighth part of the oiroumferenoe being 
divided into degrees. Two 8-02. spring-balanoea and two of the 
30-lb. spring-balances used in Ba»rcises I and IL (It would be 
weU to have two more spiing-balances of 4 or 6 lbs. capacity.) 

First Case. — Fasten the smaU rod in a vertical position with 
the cross-bar downward and close to the table-top, leaving a clear 
space of 80 cm. between support and cross-bar. (In order that 
the rod may not be bent to one side or the other it is well to have 

' At the Harvard Physical Laboratory a tall stiff post is placed at 
each end of a long table and a stout horizontal bar runs from post 
to post over the table at a height which may be changed at will. 
To this bar the rods to be twisted may be fastened by means of 
clamps, care being taken to have the pineh extend to the lower edge 
of the beam. This adjustable horizontal bar is useful in various ex- 
periments for suspending pendulums, spring-balances, etc. See Fig. 
IV. 
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a itout brad in ita lower end, and let this brad reach into a small 
hole in a thin metal plate set into the table-top, or the rod itael^ 
made cylindrical near the end, may prqject a little distance 
through the cross-bar and into a hole bored in the table-top.) 
Fasten the pasteboard upon the table with the centre of the circle 
Just beneath the centre of the end of the rod, and with the O"* of 
the circle Just beneath a pin driven into the end of the cross-bar 
for an index. 
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At each end of the cross-bar, at a point 12 cm. distant from the 
middle, attach a string. To each string attach an 8-oz. spring- 
balance, and with these balances pull horizontally in opposite 
directions at right angles to the cross-bar. Let the force be the 
same for both balances, and as the bar twists let the direction ol 
the pull be changed in such a way as to keep it always at right 
angles to the cross-bar. Use in succession forces of 2, 4, 6 and 
8 oz., and record in each case the resulting torsion as shown by 
the readings upon the pasteboard circle. 

SBOOKB OA8B.— -Fasten the small rods in such a way that only 
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40 cm. of it will be ral4«ct to tonion and tlieii proceed as before, 
using now, however, forces of 4, 8, 16, and 32 os. 

THIBD OA8E.— Use 80 cm. of large rod and forces from 1 lb to 
4 lbs. 

FOURTH Oasb. — Use 40 cm. of large rod and forces frt>m 2 lbs. 
to 8 lbs. 

If in any case the forces here mentioned are not suitable, use 
others. 

The last paragraph and foot-note under Bz. m apply here 
also, with certain obvious changes. 
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24. Laws of Torsion.— Exercise lY affords a means of 
studying the relation between the torsional forces applied 
to a rod and the amount of twisting produced, as well as 
the effect of varying the dimensions of the rod. From his 
observations the student should try to answer the following 
questions : (1) What is the relation between the forces ap- 
plied and the amount of torsion ? (For example, if a force 
/produces a torsion of 5°, how many degrees of torsion will 
a force 2/ produce ?) (2) What is the relation between the 
length of the rod and the amount of torsion ? (3) How 
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nearly do the observations agree with the law, torsion a jr^ , 

where D is the diameter of the rod ? Try, as in discussing 
the result of Ex. Ill, to reduce the laws found to a single 
formula. 

26. Are Solids Perfectly Elastic? — We have now seen 
enough of the phenomena manifested by elastic solids in a 
state of stress to be able to answer with some degree of assur- 
ance the question whether the kinds of wood examined 
and the spring-brass wire used are perfectly elastic, up to 
the breaking point, or not. Since each experiment (II, 
III, or IV), if carried far enough, shows that a permanent 
strain — ^that is, bend, twist, or elongation — is obtained be- 
fore rupture of the wood or metal used, we may conclude 
that solids in general are not perfectly elastic up to the limit 
of their strength. We may also infer from the apparently 
perfect restoration of the object, in each of the three ex- 
periments, to its original shape and dimensions, so long as 
the stress put upon it does not exceed a fixed amount, that 
solids are practically perfectly elastic within certain limits. 

26. Inductive Beasoning : Need of Caution in Drawing 
Inferences. — The kind of reasoning by which general in- 
ferences are drawn from the study of a group of observa- 
tions upon an object or phenomenon is called inductive 
reasoning. The value of its conclusions depends upon the 
accuracy, the number, and the variety of the observations 
upon which they are based. If a savage who is familiar 
with no metals except gold and copper should argue, from 
his acquaintance with these, that metals will sink in water, 
his opinion would be of little value, because of his very 
limited knowledge of metals. 

Any chemist or physicist of the last century, however, 
would have drawn from an acquaintance with all the met- 
als then known the same conclusion, namely, that metals 
will sink in water; and it is only since the discovery, early 
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in the present century, of sodium, potassium, and other 
such metals which will float, that it has become possible to 
dissociate the idea of comparatively great density from the 
necessary characteristics of metals. 

The student must be extremely careful, in the course of 
his experiments, never to infer more than his observations 
warrant. If a certain conclusion seems proliable from the 
data obtained, state that it seems probable, not that it has 
been proved true. If certain quantities are found — as they 
often may be — ^to be nearly proportional, it should be 
stated just how hkr they are from exact proportionality ; 
for instance, they may be put into the form of a proportion 
and then the product of the extremes and the means stated 
in the form of an inequality, by the use of the sign > or < 
(greater than or less than). 

QUESTIOKS AND PROBLEMS OK CHAPTER 11. 

1. Define elasticity and limit of elasticity. Illustrate 
your definitions. 

2. If no. 27 brass wire breaks with 15 lbs. pull, calcu- 
late the breaking-strength of no. 25 brass wire, ii 4 a>.A 

3. If no. 27 spring brass wire breaks with 15 lbs. puU,"^'*^^^^ 
and no. 30 annealed iron wire with 5 lbs., find the rela- 
tive tenacity of spring brass and tanealed iron.*^^^ o^ is^', It 

4. What pull would a wire of each kind 1 sq. mm. in 
area of cross-section sustain ?* i^» /»•« a-** 

5. What must be the diameter of a spring brass wire C,*^ ^**^> 
that shall just sustain a load of 50 kgms.? Use data ob- 
tained in Exercise I. ^tv% ^ ^ o^ .>,w<i 

* Areas of cross-section are proportional to squares of diameters. 
See table of wire gauge numbers and diameters, Appendix. 

' See § 8, note. In these calculations it is to be assumed that wires 
of the same metal are of exactly the same quality and condition. In 
practice this is not always the case. A thin wire is likely to be 
stronger, relatively to its size, than a thick wire. 
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6« A certain kind of wire breaks with / kgms. tension; 
it takes m meters of this wire to weigh 1 kgm. Find how 
many kilometers of such wire will break with its own 
weight. Xit'Vrv^ «^ -tvw 

7. If in Exercise II the wire were 8 m. long instead of 
4m., how would the change affect the readings in the col- 
umn headed ^^ Total elongations'^? Headings in column 
"Ratio of elongation per lb. to length of wire ''? 

8. If a force of 1 kgm. stretches 1 mm. a wire which is/,' y /// ,'K 
1 m. long and 0.1 sq. mm. in cross-section, how great a 111,/% 
force is required to stretch 5 mm. a wire of like material / ' ^ ^ 
10 m. long and 1 sq. mm. in cross-section ? 3" \j s vs^ 

9. If a beam 3 m. long, 8 cm. wide, and 9 cm. mick is 
depressed 0.5 cm. by a certain load, how much would a 
similar beam 4 m. long be depressed by the same load ? /,/9 

10. How much would the same load depress the first 
beam if its thickness were increased to 12 cm.? %2r/ 

11. It is found that an 8-in. floor-joist (i.e., one eight 
inches thick) is bent 0.5 inch by a certain load. What 
would be the thickness of one that would be bent only 0.1 
inch by the same load ? 

12. What is the ratio of the stiffness of a rod 50 cm. long 
to that of another rod 100 cm. long, but similar in all 
other respects ? Tell why the strength (in breaking across) 
of the shorter rod does not bear an equally large ratio to 
that of the longer rod. 

13. Explain the reason for the form of the cross-section 
seen in a " T-rail.'' 

14. What pull upon each balance would be necessary to 
twist the stouter rod of Exercise IV through an arc of i 
degree, the portion of rod used being 2 cm. long ? 

15. If one end of a rod is firmly fastened and certain 
forces applied to a cross-piece at the other end twist the 
rod 10°, how many degrees would it have been twisted by 
forces twice as great and similarly applied ? How many 
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degrees would these latter forces twist a rod twice as long 
as this one bat similar in other respects ? 

16. How much twisting would be produced in a rod of 
the same wood as those used in Exercise IV, and of the 
same length as the longest used in that exercise, the new 
rod being one inch square, the pull applied being equal to 
the greatest pull applied during the performance of that 
exercise^ and the points of application the same ? 
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CHAPTER III. 

HYDROSTATICS AND PNEUMATICS. OR MECHANICS OP 
LIQUIDS AND OP GASES AT REST.-DENSITY AND 
SPECIFIC GRAVITY. 

27. Fluids. — Liquids and gases are both comprehended 
under the general name fluids, and they resemble each 
other sufficiently to make it possible to treat them together. 
Fluids are distinguished from solids by their lack of power 
to retain any definite form without support. A cube of ice 
kept at a temperature below the freezing-point will remain 
a cube, unless submitted to unequally distributed pressure 
so as to become flattened or otherwise distorted. In other 
words, the ice, like all solids, possesses rigidity, or the 
power to resist changes of shape. But let the block of ice 
be melted into water, or melted and then evaporated into 
steam, and it will be possible to keep the water or the steam 
iii the form of a cube only by confining it in some kind 
of cubical vessel. 

28. Limpidity and Viscidity (or Viscosity).— All are 
familiar with the great variety of liquids as regards their 
consistency, some being very limpid, as ether, ordinary 
alcohol, water ; others, as glycerine and molasses, viscid (or 
viscous)) while still other substances usually, at ordinary 
temperatures, classed as solids, — for instance, sealing-wax, 
asphalt, coal-tar, — really act somewhat like extremely viscid 
liquids. 

A stick of sealing-wax supported at each end, with its 
longer axis horizontal and with a pretty heavy weight hung 
from its middle, will at length become bent without crack- 
ing, and a narrow strip of window-glass treated in the same 
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way will receive a slight permanent bend. A bullet placed 
on the surface of a barrel of coal-tar (which substance is 
brittle enough to fly to pieces at a slight blow) will gradu- 
ally sink to the bottom of the barrel. 

A perfect liquid would be a substance which possessed 
no rigidity of form and no viscosity ; no such liquid is 
known to us. 

L Compressibility of Oases and of Liquids.— Gases differ 
from liquids mainly in their great compressibility^ or ca- 
pacity to suffer change of volume from change of pressure, 
and a necessity for treating some phenomena of gases sepa- 
rately from those of liquids arises from this difference. 

One of the most important properties of gases is their 
tendency to expand indefinitely. Not only have they no 
tenacity, or power to resist forces which tend to pull their 
particles asunder, but they expand of themselves, unless 
hindered by external forces. 

A block of iron placed on the laboratory-table does not 
communicate its substance to the rest of the room, nor tend 
to occupy all parts of the latter at the same time. A cup 
of any liquid which does not evaporate appreciably at ordi- 
nary temperatures, glycerine for instance, behaves in this 
regard like the solid iron. But a quantity of coal-gas or of 
hydrogen sulphide gas, brought into the laboratory and 
there set free, will in a few minutes have distributed itself 
into every part of the room, as will be shown by the smell. 
If instead of the room already filled with air a vessel ex- 
hausted of air had been used, the gas would still more 
rapidly have filled it throughout. 

It is difficult to measure the exact amount of compressi- 
bility of liquids, and expensive apparatus is required for 
the measurement; but a very simple experiment will suffice 
to show the great difference in the behavior of gases and 
liquids under pressure and the comparative incompressi- 
bility of the latter. 
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EXPERIMENT 8. 

To the tube of brass, C, attached to the end of a stout brass 
cylinder, like that shown in Fig. 4,* well 
oiled inside, attach a short piece of very stout 
rubber tubing about 10 cm. long. Wire this 
tubing tightly on (7, after slipping it on 
against the cylinder-head, and then clamp the 
free end of the tube close up to C7 with a small 
hand-vise or pinchcock. 

Now try to force the piston A down to the 
bottom of the cylinder and notice the amount of compression that 
can be produced by a moderate pressure brought to bear on A ; notice 
too, how exactly the piston returns to its original position after the 
removal of the pressure, if there has been no leakage of air. 

Now remove the vise, push A to the bottom of the cylinder, and 
with G under water, open end up. force the piston back and forth a 
few times, leaving it at last drawn out as far as possible. Clamp the 
rubber tube once more and again apply 50 or more kgm. pressure to 
the piston. If a very slight movement of the latter is noticed, it will 
be found to be due either to leakage of water or to the yielding of 
the rubber tube. 

30. Transmission of Pressure by Liquids. — A very im- 

I portant property of liquids may be shown by 

I A means of one of the two-necked bottles known 

Jp JL ^ Woulff-bottles, used in some chemical opera- 

^ffl r^i tions. Procure a stout bottle of the form shown 

I in Fig. 5. Stopper both the necks with very 

smooth, soft, well-squeezed corks and fill the 

bottle with water. Perforate one cork, so as 

to allow a stout glass stirring-rod to slide 

smoothly through it. Perforate the other cork 

and fit into it a glass tube drawn out to a very 

Pio 5 slender point and with the tip then broken off. 

Crowd the cork with the tube down into the bottle until 

the water rises to the tip of the tube, or runs out of 

' Manufactured by A. P. Gage, 13 Tremont Place, Boston, and 
UQld lender th^ n^im^ of the "Seven-in-one Apparatui^." 
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it Then push the plunger • slowly down into the bottle 
and notice the proof of transmiflsion of pressure by the 
water. Suppose the opening in the tube to have become 
clogged, what would be the result? A cork with a close- 
fitting plunger maybe inserted into an ordinary bottle /uW 
of water, the cork wired in jdaoe, and the plunger then 
forced down ; the result should show both the transmis- 
sion of pressure by the water, and the comparatiye incom- 
pressibility of water.' 

31. EXERCISE V. 

PIUB8SURE Di A UQCW. 
[Trowbridce.BK|i8.t*-S:Ii0flBe.Aft» US-MH Mi-IStf. 
PRKUMIVAKT. 

Th« prattar»-gaag« to b« laad ia tiris g aici— is M«y to make 
■nd U sffactiT*, but Um bMIhgmA qm of it nq:iiirM aona preiimi- 
aury knowledfa of atflmplMrtc jauMun, wldcJi fbm fonowing 
iiiTMtigaUoii la latMMlad to gtra: (a) Does air hava wai|^t7 Sea 
B«. XI, wbich^hxmmwm^9mmd aoi ba piftwil ttroagboPt at this 
•taf». (b)DoM thaataoaplMKapnM avMAriBan diracttona? 
Tak»a«thtoU»tobe,"ihiydlikatiMieaaaedliy ciiwriBf botwitli 

waUi thiok •aough to bav Um foD |a— oC ~~ ^" 

whtt« haviiig a ▼acaam arittUa, and ha^riag a i 
aorosa. Ootw thia aaovth with a place of 
mm.thlok,aAd tie tiM rabberfinalyoa i 
thatubajaatbaokof tiM Up. IT i 

tha tuba air-tight, poar aaaltad baa 

adga of the nibbwr. Ooaned Um stam of tke fhiatla tnl>e witli an 
air-pump by Biaaaa of a tbi^-araDed nibber taba, and then ezhanst 
tha air. Tha rubber dlaphn«;ai wffl be faced into a de^p cnp- 
■hape by the praaaura of Om ataoaphava. Tun tha aaooth of the 
tuba up, dowa, aad la ail diractftoaa la otder to Mm± an answar to 
tha quaaUoapropoaad above, (c) Doee the pvaaana of tha atmoa- 

' A pluton Uiat flta only the entiance to the cylind<a- in wbich it 
works. cmUM the ** f«uflliig box^ and lepmentcd in this case by the 
(U)rU, 1m (mlUnl a pUmj^T. 

• WnliT miUy i» i^uuprt^sft) about OOCKKi of Its Tolome by each 
atmoitphiMti of pn^urf lo whWh U is subj«>ct«d. 
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phere upon a given lurfaoe depend upon the shape of the passage 

by which it reaches the snrfoce 7 (The answer ^ma^mmm^ 

to this question is really implied in the answer 

to the preceding one, bat the connection is too 

subtle to be seen at once by young students.) 

Take a thistle-tube having a mouth about 1.5 

cm. across, and cover this mouth with very 

thin sheet rubber, such as dentists use, thin 

enough to be translucent and to be easily torn 

by the fingers. To the stem of the tube attach 

a small rubber tube about 40 cm. long. [See i 

Fig. v.] Hold the rubber-covered mouth of Fie. V. 

the thistle-tube stationary in any position and bend the rubber 

tube into a variety of shapes, watching the diaphragm to see 

whether it gives evidence of any accompanying change of internal 

pressure. 

The student will now be in a position to take up the sulij ect of 
liquid pressure. 

Apparatus : The small pressure-gauge described above, together 
with an open straight glass tube about 20 cm. long, 1 or 2 mm. in 
diameter of bore, and of such external size that it will fit closely 
in the rubber tube of the gauge. One or two rubber lings to fit on 
this glass tube as reference marks. A one-gallon, or larger, glass 
battery-Jar. Two student-lamp chimneys closed at one end. (One 
of these chimneys may be replaced by a piece of , wood of similar 
dimensions.) 

Nearly fill the battery-Jar with water having a temperature 
diffeiing not more than 1° or 2° from that of the surrounding air. 
Put the pressure-gauge and the attached rubber tube into the 
water, keeping the free end of the tube above the surface. Wet 
the inside of the small glass tube and leave in it near the middle a 
short colimm of water. Thrust one end of this tube^ which is to 
be kept alwa3rs horizontal, into the rubber tube. 

experiment now with a view to answering the following ques- 
tions : — 

A. How is pressure affected by change of level in the liquid 7 
Place the gauge at various depths in the liquid, keeping its face 

always horizontal, and watch the index in the horizontal glass 
tube until an answer to the question proposed is obtained. An 
answer In general terms only is to be expected. 

B. Is the pressure upon the gauge-face, when its centre is kept 
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at a gfven point ban— th tha amfiioa ol tha Uqnld, dapandaot upon 
tha diraction in viiioh tha Ucm is tomad 7 

Vary tha InoHnation of tha fiioa as moch as pnarihla, taming it 
upward, downward, and aidawiaai taking cara to kaap ita oantra 
nnchangad in position ; watch tha indaac and raoord tha raanlt in 
anawar to tha qnaation propoaad. 

O. Is tha praaaoraaqnallygraat at all points iqwn tha aamalaval 
within tha liquid 7 

Points on tha sama laral may not hava tha sama dapth, or 
height, of liquid ovar tham. Thos if tha doaad and of a lamp- 
chimnay is thmst down into tha watar and hald naar tha bottom 
of the Jar, the gaoge-fnoa vdian plaoad banaath this shaltar may 
have only 1 or 2 cm. dapth of watar above it, while if placed on 
the same level but not beneath the chimney it may have 16 cm,, 
or more, of watar above it. So if the lamp-chimnay be first filled 
with water and then inverted into the jar it may be osad to give n 
depth of 36 or 40 cm. above the gange-fiboe. The apparatus de- 
scribed, then, famishes the means for varying greatly the depth of 
the water immediately over the gaoge-fsce without changing tho 
level at which the latter is placed. The general haij^t of the water 
surfsce in the jar should be kept unchanged during tha ei^Mri- 
ments upon any particular level, and as this cannot conveniently 
be done if the ]amp-chimne3rs are moved up and down, it is better 
to have them placed in position at the start, one filled with water, 
closed end up and held high so as to give a tall column, the other 
pushed deep into the water with closed end down, both remain- 
ing unmoved whUe the gauge^ce ia carried about from point to 
point in a given level, sometimes beneath the tall column, some- 
times beneath the short column, sometimes under neither. If a 
diflEierence of pressure is indicated, record the positions of which \\ 
is greatest and those at which it is least. 

Push the chimney which ia filled with water wall down into 
the jar and push the gauge-£sce up inside the chimney several cm. 
Compare the pressure at this point with that in the water outside 
the chimney at the same leveL 

From these observations and any others that may suggest them- 
selves make up an answer for question O. 

It is well to extend this exercise by trying the experiment 
of forcing the gauge to eqnal depths in vessels of very differ- 
ent shapes and sizes, such as jars, narrow tubes, and bottles. 
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32. Discussion of Exercise V. — This Exercise has certain 
important bearings which the following questions and 
problems are intended to show. 

(1) An upright cylindrical jar 20 cm. deep^ the base of 

which is 100 sq. cm. inside, is filled with water. WhsLis-tw^A^*^^ 

the weight of the water in the jar ? -What is the^eight of 

water resting upon each sq. cm. of the base ?/pEt"ls here as- 2^ o y- / 

sumed that the weight of the water is borne entirely by the ^I^l ~^' ^ 

bottom of the jar, not at all by the vertical wall. Surface- [; 

tension effects * being disregarded, this is true. A distinct 

experimental proof of the fact is perhaps too difficult for 

this course, but the experiments which should precede, 

testing the pressure in vertical cylinders of very different 

diameters, show, at least, that no considerable part of the 

weight of the liquid is borne by the vertical sides.)) If the 

pressure of the atmosphere is 1000 gm. upon eacn sq. cm, 

of the upper surface of the water, what is the total pressure P""^ 

upon each sq. cm. of the base ? 

What is the total pr^3\iiVe upon a horizontal sq. cm. at 
the depth of 3 cm. ?-^ At a depth of lO cm. ? At a depth 
of 15 cm.?\»u" 

What is the total pressure upon a sq. cm. of the vertical 
wall, the centre of the square being at a depth of 5 cm. in _ 
the water P^\t a depth of 10 cm. ? At a depth of 15 cm. r 

(2) Let the jar be closed by a flat cover touching the 
water, having an open tube 1 sq. cm. in cross-section rising 
from its centre and extending upward 30 cm. above the 
top of the jar. Let both jar and tube be full of water. 
Let the atmospheric pressure be disregarded. 

(a) What is the total weight of water in the jar and tube? ^^^* 

(b) What is the pressure upon that sq. cm. of the base 
which lies exactly beneath the tube ? - %<ajivo = ^o 

(c) Is the pressure upon any other sq. cm. of the base 
greater or less than this ? <y^ ^ ^'fUr<KtA. 

^ See aoy general treatise on physics. 
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(d) What is the pressure upon that sq. cm. of water, 
which, at the top of the jar, lies exactly beneath the tube ? S^ 

(e) Is the pressure of the water against each sq. cm. of 
the cover greater or less than this ? i^**-^^*^ t^-^<*i^|U***-*- I 

(/) What is the total pressure of the water against the 
whole cover? z.Z(rcv c^^^-v-^' 

{g) Subtract the total pressure against the cover from 
the total pressure against the base and compare the result 
with the weight of all the water in the jar and tube.^«*o^y, 

{h) Suppose now that in any way, by means of a piston, 
for instance; a pressure equal to the weight of fifty gm. is 
brought to bear upon the top of the water in the tube. 
What will now be the pressure upon the sq. om. which lies 
at the top of the jar, just beneath the tube?*Vt> «^ 4*^^ •^ -^ 

(i) How much will the total pressure against the bottom 
of the jar be increased by the action of the piston. ^"*<ttfo - ^>r 

(j) What is the total pressure upon 1 sq. cm. of the 
vertical sides of the jar befoi*e the piston is made to act, 
the centre of the square being at a depth of 5 cm. beneath 
the cover of the jar? At a depth of 10 cm.? At a depth 
of 15 cm. ? ) o*^ v» o , \ 

(k) What is the pressure upon each of these vertical .. 
squares after the piston is made to act? '^ ' " ^"^ J J> "^ '' 

(3) Suppose a mound of water to be raised temporarily 
upon the general surface of a lake. Show why such a 
mound could not be permanent.' 

33. Pascal's Principle.— Much of what is taught by the 
preceding experiments and problems is summed up in » 

^ Large masses of liquid at rest are said to have level upper sur- 
faces. Auy small portion of such a surface appears to be flat or 
plane. These apparent planes are. however, really portions of 
slightly flattened spheres, all having their centres at or near the 
centre of the earth, but the curvature of such surfaces is so slight 
that it cannot usually be seen at all except at sea or upon great lakes. 

The curvature of liquid surfaces in tubes or near the vralls of con- 
taining vessels is not here considered. 
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principle announced by the French physicist, Pascal, about 
the middle of the seventeenth century : " If a vessel full 
of water, closed in all parts, has two openings of which the 
one is a hundred times the other, placing in each a piston 
which fits it, a man pushing the small piston will equal the 
force of a hundred men who push that which is a hundred 
times as large, and will surpass that of ninety-nine. What- 
ever proportion these openings have, and whatever direc- 
tion the pistons have, if the forces that one applies on the 
pistons are as the openings, they will be in equilibrium/' 
The principle is usually stated nearly as follows: 
Pressure exerted anywhere upon a mass of liquid is 
transmitted undiminished in all directions and acts with 
the same force upon all equal surfaces and in a direction at 
right angles to those surfaces. This principle will be freely 
alluded to by name in this book. 
34. Hariotte's Bottle. — Admirable practice in applying 
e principle of hydrostatics is afforded by a study of the 
phenomena presented by ^' Mariotte's bottle.^' 

EXPERIMENT 9. 

Take a bottle with three lateral openings, each stopped as shown 
in Fig. 6; fill the bottle full of water and 
insert in the mouth a perforated cork, 
through which a glass tube, 80 or 35 cm. 
long, extends nearly, to the bottom of the 
bottle. Take out each of the stoppers, a, b, 
and <5, in turn, noting in every case whether 

ater runs out freely, and returning the 
stopper again to its place. Note, after the 
removal of each stopper, the level at which 
the water stands in the vertical tube. Now 
raise the tube until its lower end is level with 
a, open a and allow all the water that will run 
out to do so. Refill the bottle, lower the tube 
until its lower end is on the level half-way 
between a and h, and allow the water to run 




Fig. 6. 
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from a and from b (for a short time) in turn. Repeat with the lower 
end of the tube half-way between b and e, allowing the water to flow 
from a, from b, and from e, in turn. Try to explain the observed 
results by considering the bottle and the tube as communicatiDg 
vessels. The^V^ surface of the water in the battle, as distinguished 
from the vertical tube, is at the level of any opening, a, b, or c, that 
may at the time be unstopped. [" Free surface" here means a sur- 
face exposed to the direct pressure of the outer air. In unravelling 
hydrostatic puzzles it is best to begin at a firee surface, for at this 
surface we know how great the pressure is. It is simply the pressure 
indicated by the barometer (§ 42).] 

-^' 35. Presfore at a Point. — In our experiments with the 
-^^ gauge, we have tested the pressure upon the gauge-face, 
taken as a whole. It is evident, however, that when this 
face is not horizontal, different parts of it, being at differ- 
ent depths, are subject to pressures of different intensity. 
To find the meaning of the phrase pressure ai a pomt, 
imagine the face to shrinic continually without change of 
shape, the centre being kept at a particular point. The 
total pressure upon the face will decrease continually dur- 
ing this process, but the ratio, total-pressure -r- area^ will 
change very little, if at all. The limit which this ratio 
approaches, as the circle approximates ta a mere point, is 
called the pressure at the point. It is equal to the total 
pressure upon a unit surface, at every part of which the 
pressure is as intense as at the point in question. 
^ • 36. Average Pressure. — If we find the total pressure 
,^^ upon a given surface and divide this total by the area of 
the surface, we obtain what is called the average pressure 
over the given surface. If the pressure is equally great at 
all parts of the surface the average pressure is equal to the 
actual pressure per unit-area at every part of the surface. 
If the pressure is not equally great at all parts of the sur- 
face the average pressure is greater than the smallest presch 
ure per unit-area, and less than the greatest pressure per 
unit-area, to be found on any part of the surface. 
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7. Calculation of Total Pressure on a Hon-horizontal 
Surface. — By definition of average pressure (§36) the total 
pressure upon a surface is equal to the area multiplied by 
the average pressure. The average pressure on certain 
surfaces^ e.g., a circle or a rectangle placed vertically, is 
easily seen to be equal to the pressure at the central point, 
the liquid being supposed of equal density throughout; for 
pressure in such a liquid increases regularly with the depth, 
and any given* element of the sur&ce below the centre is 
offset by any perfectly similar element placed at an equal 
distance above the centre. In Pig. 7, which represents 
a section of a rectangular 
box with vertical sides, the 
depth of the water at ^ is 
and at D is AD cm. There- 
fore the average depth is ^^ 
AD cm., or AE cm., and the 
average pressure per sq. cm. 
against the end of the box 
is equal to the pressure at the middle point, which is AE 
grams. The total pressure, expressed in grams, against 
the end is equal to its area X AE, or area X -^. In any 
except very simple cases the calculation of the total press- 
ure on a surface is too difficult for the purposes of this 
book. 

}8. Pressure at Great Depth. — Since in water each 10 
"Tneters depth will give a pressure of 1 kgm. per sq. cm., 
the pressure encountered in deep soundings, in the lakes 
or sea, becomes immense. During the days of sailing navi- 
gation on the great lakes a curious use was made of this 
pressure. No ice being carried on board vessels, it was 
difficult in summer to procure cold water for drinking, 
but this was often secured by lowering an empty, tightly- 
stoppered jug, heavily weighted with lead, to a depth of 
some hundreds of feet. When this was hauled up the 
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cork would be foand forced in and the jng full of water, at 
a temperatnre not far from 40° Fahr. (See § 151.) 

39. PreMure of Air. — In order to contrast the behayior 
of gases under pressure with that of liquids under pressure, 
we may now subject a confined portion of air to yarious 
degrees of pressure, as described in Exercise YI, but we shall 
first need to perform some simple introductory experiments. 
We have already learned, from the observations in Exer- 
cise V, that the air exei-ts pressure upon objects with 
which it comes in contact. But the inyisibility of air, and 
the &ct that its presence is not so readily perceived by the 
sense of touch as is that of liquids, makes it harder to 
realize the importance of the pressure which it exerts, so 
that some further demonstrations of this are necessary. 

EXPERIMENT 8. 
Tie firmly a piece of thin sheet-rubber, like that used to make the 
pressure-gauge in Exercise V , o v er the smaller end of a " hand-glass/' 
or small air-pump receiver open at both ends. Place the larger 
opening of the hand-glass on the well-oiled plate of an air-pump and 
exhaust the air. 

EXPERIMENT 9. 
Replace the rubber by the palm of the hand pressed tightly down 
upon A, and again exhaust. 

EXPERIMENT 10. 

Push the piston A of Fig. 4 to the bottom of the cylinder, clamp 
the rubber tube tightly, fasten the ring at one end of the apparatus 
to a stout hook in the wall or other suitable attachment, and try to 
pull the piston out to the open end. Two or more of the class may 
pull at the same time, if necessary. 

40. Kagnitude of the Atmospheric Pressure. — ^From the 
experiments just performed the reality of the atmospheric 
pressure must have become quite evident. Since we live 
at the bottom of an aerial ocean of very great depth, it is 
not remarkable that the pressure of the atmosphere should 
be capable of producing extraordinary effects, for the 
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weight of a cubic m. of air^ though many times lees than 
that of the same volume of water, is (as may later be calcu- 
lated from the results of Exercise XI), a very considerable 
quantity. Under ordinary circumstances this pressure of 

%:the atmosphere is equal to about 14.7 lb. to the square 

>nch, or 1033 gm. to the square cm. 

41. Principle of the Barometer. — In studying the behavior 
of gases under pressure it is often necessary to take ba- 
rometer-readings. A few preliminary experiments will 
illustrate the mode of action of the barometer. 



EXPERIMENT 1 1. 
Into one end of a piece of stout glass tubing of about 1 cm. internal 
diameter and 1 m. long Insert a good cork or a close-fitting rubber 
stopper. Fill the tube with water, close the open end with the 
forefinger, place this end under water, after inverting the tube, and 
remove the finger. Note whether the water in the tube (sinks at all. 
Remove the stopper and note the result. 

EXPERIMENT 12. 
Fill an *' ignition-tube," such as is used in many chemical experi- 
ments, or any strong glass tube about 50 cm. long closed at one end, 
with mercury, close it with the forefinger, and after inverting it, 
open it under mercury in a small dish, for example a small tumbler. 
Note whether any fall of the mercury in the tube can be observed. 
Repeat the experiment with a barometer- 
tube nearly a meter long, Fig. 8; note 
the decided fall of the mercury in the 
tube, and measure as accurately as you 
can the height of the mercury remain- 
ing in the tube above the level of that in 
the saucer. This last experiment, known 
from the inventor as Torricelli's experi- 
ment, serves to give a tolerably accurate 
measure of the value of the atmospheric 
pressure. The fact that the water stands 
at the very top of an inverted tube a 
meter long, filled with water, is due to 
the sufficiency of the atmospheric pressure to support a column of 
water of that height. The atmosphere sufiiced also to support a column 
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of mercuiy which filled the ignitioii-tiibe to the top, but when a much 
longer tube was taken the mercury sank until its downward pressure 
just counterbalanced that of the atmosphere upon the surface of the 
mercury in the saucer. The great weight of mercury as compared 
with that of an equal bulk of water — mercnry is more than thirteen 
times as dense as waters-accounts for the comparative shortness of 
the mercury-column which can be supported by the atmosphera 
And since mercury is more than 10,000 times as heavy, bulk for 
bulk, as air at atmospheric pressure and ordinary temperature, it \s 
possible for a column of mercury about 76 cm., or 80 inches, tall, to 
exert as much pressure as a column of air of equal cross-section 
reaching to the top of our atmosphere. 

'42. ConBtruction and Use of Barometer. — ^Although the 
principle of the harometer is precisely that of the tube 
of Torricelli, previously described, it is necessary to give a 
description of the instrument as ordinarily made, and a few 
words of explanation in regard to its use. A sufficiently 
good form of barometer for ordinary purposes is shown in 
Fig. 9.* It consists essentially of a cistern for mercury, 
covered to prevent loss of mercury when the instrument 
is carried about or jostled, and a glass tube, alongside 
which is placed a scale divided either into inches and 
tenths of inches, or into centimeter and millimeter. 

The scale is marked as if it began at a certam level in 
the mercury cistern, and the indications of the barometer 
are correct only when the surface of the mercury in the 
cistern is maintained at this fixed level. This result is 
attained in the better class of instruments by raising or 
lowering the flexible leathern bottom of the mercury- 
cistern by turning a screw worked by a milled head until 
the upper surface of the mercury in the cistern just 
touches the point of a pin reaching down from the top of 
the cistern. In the use of a barometer of this class the 

* If the instrument is provided with a vernier, the teacher will find 
it well to explain its use by a working model or by blackboard 
drawings. 
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level of the mercury in the cistern should first be adjusted, 
and after this the height of the column read on the scale 
alongside the tube. The instrument shown in 
Fig. 9 is provided with a screw for making 
adjustments of the mercury-level in the cis- 
tern, but as this mercury-level is not visible 
the screw is evidently not for daily use. It is 
of service in occasional adjustments of the in- 
strument by comparison with a better barom- 
eter. The cistern is shallow, but of so great 
diameter that the ordinary rise and the fall 
of mercury in the barometer-tube does not 
seriously affect the mercury-level in the cis- 
tern.* 

Unless the tube is of large calibre the mer- 
cury column is likely to be held above or be- 
low its true position, that is, to stick slightly 
against the interior of the tube. Errors aris- 
ing from this source may be obviated by care- 
fully jarring the barometer before taking a 
reading. 

In every case the extreme height of the 
convex surface of the mercury in the tube 
should be taken as the height of the column. 
The divisions of the scale may be subdivided by 
the eye. If the scale, for example, reads only 
to tenths of an inch, each tenth may be subdivided into 
halves so as to give twentieths, or possibly somewhat 
further.' 
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1 If one of the cheap siphon barometers is used, its readings are 
of little value unless the barometer has once for all been calibrated, 
that is, tested over a wide range of pressures by comparison with a 
standard instrument in the neighborhood. 

* Hardly any exercise that can be given affords better training for 
the eye than this subdivision of spales of eqaal parts* It wiU be 
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4S. Yariatioiu of Atmotpherie PreMure — ^Heasorement 
of Heights by Barometer.— Two more points remain to be 
noticed^ namely, that the atmosphere varies extremely in 
its density at different heights, and that the atmospheric 
pressure, and consequently the barometric readings at any 
given place on the earth's surface, vary considerably from 
time to time. The unequal density of the various portions 
of the atmosphere at various heights above the earth's sur- 
face is due to the compressibility of air. As a cubic foot 
of hay from the bottom of a hay-stack or hay-mow^ when 
it is pressed upon by many feet of hay above^ contains 
more matter than a cubic foot from the upper part of the 
pile, so a cubic foot of air at the earth's surface at sea- 
level contains about twice as much matter as a cubic foot 
taken from a point 3.4 miles above sea-level. An extremely 
useful application of the barometer depends upon the de- 
crease in atmospheric pressure with ascent from the sear 
level. Since, for small changes of elevation, a fall of -j^y 
inch of the barometer corresponds to an elevation of 87 
feet, the heights of hills, etc., may be directly ascertained 
oy the observer carrying a barometer up the hill to be 
measured and noting the fall of the barometer as he as- 
cends, due allowance being made, however, for barometric 
vanations not due to the change in elevation.* 

The daily and hourly clianges in the height of the ba- 
rometer may be considerable. These barometric changes 
must be noted when any careful experiments upon press- 
found a useful means of developing this power of subdividing to 
Issue to the class during written recitations sheets of squared paper 
(§ 15) on which fine elliptical or ether curved lines have been 
drawn, and require the readings at certain designated intersections 
to be reported. 

> Complicated calculations are necessary for considerable heights, 
as those of mountains. An aneroid barometer, constructed without 
meicury, i& generally used when a portable instrument Is required. 
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ure of gases are being performed, in order that the ex- 
perimenter may know to just what pressure the gas under 
examination is really exposed. Since the usual height of 
the mercurial column in the barometer at sea-level is about 
30 inches, or 76 cm., if the barometer at any given time 
stands at 74 cm. , for example, the pressure of the atmos- 
phere indicated is about J^ of its average sea-level value. 
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EXERCISE VI. 

COMPRESSIBILITY OF AIR. 






[Trowbridge, Exp. 83. Worthin^rton, Exp. S, p. 79. Lodge, Arts. 189-194.] 

Apparatus: A piece of barometer-tubiiig about 1.6 m. long, 
diameter of bore about 5 mm., one end dosed, bent twice at a 
right angle 26 or 30 cm. from the closed end, in such a way as to 
make the two arms parallel and as near together as practicable. 
(This tube should have a nearly uniform 
bore in the short arm. It is well to 
have the open end flared into a fnnnel- 
shs^e to fiftcilitate pouring in mercury; 
unless this is done a small glass or paper 
frumel will be required.) Mercury, 
about 0.6 kgm. A meter-rod graduated 
in millimeters. A support consisting of 
a pine rod about 2.6 cm. square in cross- 
section and 1 m. long, fixed vertically 
in the middle of a pine base-board 30 
cm. square. To prevent warping of the 
base-board and to prevent loss of spilled 
mercury the base-board should have a 
raised ledge about 1 cm. high about it. 
(This support is not necessary, but it is 
a very convenient portable means of 
keeping the glass tube and meter-rod 
verticaL) A barometer. 

Pour into the tube enough mercury to 
fill the bend and 1 or 2 cm. in each arm. 
Manipulate the tube until the mercury ^^' ^^ 

stands at nearly the same level in the two arms. Then lash the 
tube, with the meter-rod behind it, to the upri^t rod of the sup- 
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port, the bottom of tobe and metsr-rod rafting iq;Km the baa*- 
board. [See Fig. VL] Read and record the diatanoe from baae- 
boardtotopof bore in short arm and call thia A; the diatance firom 
base-board to top of mercnry-oolnmn in short arm and call thia 
B; the distance firom baae-board to top of meroury-colnmn in 
long arm and call thia T j note the barometer^reading and call 
this B. Then pour in mercury until the oolnmn atanda about 20 
cm. higher in the long arm than in the abort arm and read aa 
before. Then add more mercury and make new readings, pro- 
ceeding in this way by several stages until the excess of mercury 
in the long arm is about equal to the barometric column. Oare 
should be taken to prevent changes of temperature in the confined 
air during thia exercise. Therefore the short arm of the tube 
should not be touched unneceaaarily by the handa. 

The IbUowing form is suggested for recording the obaervmtiona 
of thia exercise! 

A S T B 



The method of working up the obaerrattons is indicated by the 
following form: 



L 


h 


JP 


I.MIgthof 

air-ool. 
= A'- S 


EauMMof 

meronrrin 
long arm. 


Total praMon 
on oooflnad 
air^i. 
= h + B 



The other form of this investigation, which uses pressures of 
less than one atmosphere, may be substituted for that with the 
bent tube, but it requires more mercury. 

.: 45. Discussion of Besults: Boyle's Law. — From the result 
of this experiment, if successfully performed, we may draw 
the important conclusion that the volume of a given portion 
of air is inversely proportional to the pressure to which it is 
subjected. 
If F= volume and P = pressure, 

Fap, or FV=a constant quantity. 
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That is to say, doubling the pressure will halve the volume^ 
quadrupling the pressure will make the volume i, and so 
on. This law, known from its discoverers as Boyle's law 
or Mariotte's law, is extremely important, and we shall 
have frequent occasions to refer to it. Strictly speaking, 
Exercise VI establishes this law only for a given amount 
of air at a particular temperature. A vast number of ex- 
periments were needed to enable physicists to state the law, 
with its slight necessary modifications, for all known gases 
at all observable temperatures. 

46. Graphical Study of Besults of Exercise VL— This 
exercise may also be recorded graphically. Let each divi- 
sion of the square-ruled paper. Pig. 10, along a vertical 
line represent a pressure of, let us say, 2 cm. of mercury, 
and each division along a horizontal line a portion of the 
confined air-column, 0.5 cm. for example. Let the origin 
of the line which is to represent the behavior of the air 
under pressure be taken at a point a on some one of the 
horizontal lines near fche bottom of the squared paper. In- 
dicate compression of the air-column by carrying the curve 
a i to the left, and let the rise of the curve from the hori- 
zontal zero-line near the bottom of the paper represent 
increase of pressure. 

Each successive length of the confined air-column, as 
read off at the outset and after each of the successive pour- 
ings-in of mercury, is to be located as nearly as possible, 
first with a sharp-pointed, hard, lead -pencil, and at length, 
when fully established, by a dot of ink, made with a fine 
steel pen. Then, by means of the elastic saw-blade, as 
already described in § 15, draw a fine pencil-line in a 
smooth curve as nearly as possible through the points 
«, hy c, d, e, etc., as shown in Fig. 10. 

In studying the diagram thus obtained the student 
should answer for himself the questions: 

(1) Do equal increments of pressure produce equal 
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amounts of contraction in the compresaed air-column? 
(If 80^ the line a i will be a straight line, as already ex- 
plained in § 15). 
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(2) If the downward slope of the line a % (as seen in its 
course across successive squares of the ruled paper) is un- 
equal, then compression is most marked where the slope is 
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steepest. This being borne in mind, what conclusion is to 
be drawn in regard to the rates of compression due to the 
first, the second, the third, and the fourth pouring ? * 
^fgfAn. Density. — ^An important part of our study of the 
^ properties of any kind of matter consists in the measure- 
ment of tlie quantity of such matter contained in a unit of 
vohime. This is called the density of the matter. The 
quantity of matter is determined by weighing. 

48. Exercise VII. — The unit quantity of matter and the 
unit of volume which are in most common use among 
physicists are the gram and the cubic centimeter; but as 
the pound and the cubic foot are still largely in use as 
units of measure in English treatises on physics, as well 
as in the common business of all English-speaking people, 
it is necessary in this country to be familiar with these 
latter units. In Exercise VII we shall, therefore, ascer- 
tain the density of some substance with reference to both 
systems; that is, we shall find how many grams there are 
in a cubic centimeter, and how many pounds in a cubic 
foot, of the material experimented upon. This may easily 
be ascertained by both weighing and measuring a conven- 
ient portion of the substance. It is best to have the object 
to be measured in the shape of a cube or a right parallele- 
piped. 

EXERCISE VII. 

DENSITY, 

fTrowbridf^e, Ezjm. 6 and 9. Worthinfirton, Exp. 12, p. 44, and Exp. 22, p. 66. 
Lodge, Arts. 32 and 83. 

Apparatus: A rectangular-sided block of any moderately 
dense wood containing 160 or 200 cubic cm. A measuring-stick 

* The teacher can add much to the discussion of this diagram by 
drawing to scale another one on a much larger sheet of paper, divided 
off into squares large enough to be seen from all parts of the recita- 
tion-room, and with the line at extended both ways so as to indi- 
cate what are the geometrical limits of the curve when pressure 
3= zero and when pressure = infinity. 
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gradaatod in mms. A spring-balanoe inch as has been nied for 
letter-scales, weighing to 8 os., and graduated in 0.6 os., the 
whole length of scale being about 6 cm. (Such a balance is men- 
tioned because it is in the market Its readings in ounces can, 
with sufficient accuracy, be turned into grams by multiplying by 
28.3, or a gram scale can be marked with a knife on the balance- 
fsce.) Thread to suspend the block. 

Considerable care is necessary in order to obtain results of any 
accuracy with a spring-balance such as is here mentioned.* The 
student should try to read it to tenths of its smallest divisions, 
that is, to twentieths of an ounce. In every experiment the read- 
ing of the balance without load should be observed and noted. 
When used in making weighings the balance should not be held 
in the hand, but should be suspended, by means of the ring at its 
top, firom some firm support. 
In using the measuring-rod, place it on its edge upon the block, 

in such a way that the ends 
of the graduations will come 
close to the surfsce the 
dimensions of which are to 
be measured. [See Fig. VH.] 
Find the density accord- 
ing to both the metric and 
the English sjrstems, ie.,the 
number of gm. to the on. 
cm., and the number of lbs. 
to the cu. ft. 
Fio. VIL It will probably be un- 

wise to insist upon the distinction between mass and weight until 
after Bx. ZVHI shall have been taken. 

49. Lobs of Weight in Water. — Every one who has lifted 
a stone from a river-bed, the sea-bottom, or any similar 




'These balances are cheap, and a weighing can be quickly 
effected by means of them. The care necessary to attain respect- 
able accuracy with them is by no means unprofitable. In the 
description of Exs. 7, 8. 9, and 10, care has been taken to select for 
weighing objects that lie within the range of this balance. Teachers 
may, however, prefer for their students a more sensitive instru- 
ment. See £x. XI and foot-note to £x. YUI. 
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situation, must have noticed how much heavier it appeared 
to become at the moment when it left the water. Some- 
what more exact, though by no means accurate, experi- 
ments, like those which immediately follow, may give us 
a more precise idea of what happens to the submerged 
stone. 

EXPERIMENT 13. 

Weigh a thick piece of roll sulphur about 5 em. long on a balance 
sensitive to less than i gin. (see Exercise XI). Attach a piece of 
flexible rubber tubing about 10 cm. long to the copper tube on the 
side^of the upright cylinder of '' Apparatus A." (g 140). Stand this 
cylinder on a table, and fill with water until some overflows 
through the tube. Now place a small vessel, weighed to \ gm. or 
less, under the rubber tube of the cylinder and, by meansof a thread 
tied about the piece of sulphur already weighed, lower the latter 
carefully into the water. Re-weigh the small vessel with the water 
which it now contains, and by subtraction ascertain the weight of 
the water which was made to overflow by immersing the piece of 
sulphur. Finally attach the sulphur by a fine thread to one pan of 
the balance, suspend it in a jar of water, as shown in Fig. YIII, 
and weigh. Its weight is now much less than in air. Compare the 
loss of weight in water with the weight of the overflow water, as 
already ascertained. 

The record may be made as follows : 

(A) Weight of sulphur in air = 

(B) " " vessel = 

(C) " " vessel and displaced water = 

(D) «* " displaced water (C - B) = 

(E) " " sulphur in water = 

(F) Loss of weight in water (A — E) = 
Compare C - B with A - E. 

The piece of sulphur when immersed evidently displaces its own 
bulk of water. We are now in a position to decide what relation the 
loss of weight of an object immersed in water bears to the weight of the 
displaced water, that is, to the weight of a quantity of water equal 
in bulk to the object itself. In order in a slightly different way to 
get at the answer to the question just asked, we may perform one 
more simple experiment. 
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EXPERIMENT 14. 

Tnke a rod of WfgbX wood, in the shape of a square prism, 1 cm. 
square aod about 80 cm. long, loaded at the 
lower eud with lead to make it float upright. 
Such a rod can be made (best of white wood, 
poplar, or willow) by any good carpenter. It 
should be graduated in cm., and then well 
Tarnished with shellac yamish. A little cylin- 
der of stiff paper should be attached to the top, 
to contain weights, etc. Float this rod up- 
right in water in a tall glass Jar, Fig. 11, an 
ordinary hydrometer- Jar for example. Then 
holding the eye at the water-level and sight- 
iug along the under part of the concave sur- 
face of the water, as shown in the diagram. 
Fig. 12, drop, if necessary, very fine shol 
(*' dust-shot'') into the little cylinder at the 
top of the rod, until some one of the gradua- 
tions comes Just to the water-level, taking 
care not to allow the rod to float against the 
side of the vessel. Now load the rod with a 
1-gm. weight, then with a 2-gm. weight, etc., and at each addition 
note how far the rod sinks. Draw any conclusions that you can 




Fia. 11. 



Fia. 12. 



from your results, bearing in mind always that a en. cm. of water 
weighs 1 gm. 
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0. Disonssion of Experiment 14. — The results of the 
experiments just performed may be more easily understood 
by reference to a simple diagram. Suppose the jar shown 
in Fig. 13 to be nearly filled with 
water and a cubical blocks whose 
volume is 1 cu. cm., to be immersed 
just to the water-level. The latera 
pressures, indicated by the horizontal 
arrows, will neutralize each other. 
All that remains capable of producing 
any unneutralized tendency to move 
the block as a whole is the upward fiq. is. 

pressure, indicated by the vertical arrow. This pressure 
being equal to that of a column of water 1 sq. cm. in 
cross-section and 1 cm. deep will amount to 1 gm. 
(§ 32). Suppose the block now to be submerged 1 cm. 
farther, to the position indicated by the dotted lines. 
The upward pressure on the bottom of the block is now 
equal to that due to a column of water 2 cm. deep, but 
this is now opposed by a downward pressure due to a 
column of water 1 cm. deep immediately over. the block.' 
The net result of the joint action of these upward and 
downward pressures is still equal to the pressure of a 
column 1 cm. deep. In short, to whatever depth the 
block is immersed, we shall find that the net upward press- 
ure, or buoyant effect, is always equal to that of a column 
of water of the same volume as the displaced water. 
.>61. Principle of Archimedes. — From results of experi- 
ments and the reasoning just given, we may derive what 
is known from its discoverer as the principle of Archimedes. 
This may be stated, for liquids in general, as follows: A 

'Atmospheric pressure, which affects equally the top and the bot- 
tom of the block (PascaVs principle, § 38), is left out of account in 
estimating the buoyant action of a liquid upon a floating submerged 
body. 
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body immersed in a liquid loees an amount of weight equal 
to the weight of the liquid displ^iced. 

If the body is lighter than water^ it may lose more than 
its own weight, that is, it may exert an upward push or 
pall on the object by which it is held down in the liquid 
(see Exercise X). 

62. Specific Ghravity. — The specific gravity of a sub- 
stance is the ratio which the weight of a given volume of tlie 
substance bears to the weight of the same volume of some 
standard substaiice. The standard of specific gravities for 
solids and liquids is water at its temperature of maximum 
density, which is very near 4° centigrade (§ 143). In 
the experiments of this book water at the ordinary tem- 
perature of the laboratory will be taken as the standard 
substance. Chemists often find it more convenient to 
refer specific gravities of gases to hydrogen gas as a standard. 

To illustrate in the simplest way what is meant by spe- 
cific gravity, suppose that a cubic centimeter of marble 
weighs 2.7 gm. Since a cubic centimeter of water weighs 
1 gm., the specific gravity of marble is 2.7. But in order 
to determine the specific gravity of a substance it is not 
necessary to obtain just a unit volume of the material and 
compare its weight with that of a unit volume of water. 
Any convenient portion of the substance to be examined 
may be compared, by means of the principle of Archi- 
medes, with an equal volume of water, and the specific 
gravity may be calculated from the results. 

The relation of specific gravity to density can perhaps 
best be shown by means of formulas. By definition, in 
the case of solids and liquids, 

weight of the body 



specific gravity. 



weight of equal volume of water 



vol, of body X density of body .^ . __ density of body 
vol, of water xdensity of water ^^ ^ ~" deiisity of water 
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The specific gravity of a body is, therefore, equal to the 
ratio which its density bears to the density of the stand- 
ard substance. 

58. Vnmerical Belation of Bpeoific Oravity to Density. — 
As specific gravity and density are easily confused, it may 
be well to dwell somewhat further upon the distinction 
between them. 

Water being taken as the standard of specific gravity 
(§ 52), its own specific gravity is unity in any system of units. 

In the C. G. S. system (Appendix I) the unit of volume 
being the cubic centimeter, and the unit of mass the gram, 
the density of water (§ 47) must be unity. Would it still be 
unity if the cubic decimeter were to be assumed as the unit 
of volume, the unit of mass remaining 1 gm. ? Or if, the 
unit of volume remaining, as now, 1 cu. cm., the kilo- 
gram were to be made the unit of mass ? What, in each 
of the cases above supposed, would be the density of water ? 
In the English system, which has the cubic foot as the 
unit of volume and the pound as the unit of mass, the 
density of water (weight of a cubic foot) is 62.426. 

What would be the density, reckoned by the C. G. S. 
method, of chestnut wood (sp. gr. 0.6) ? What, by the 
English method ? What is the general ratio between 
density and specific gravity in each system ; i.e., 

^^^(^0. G. S.) = what number? 
sp. gr. ' 

^ — ^{English) = what number?^ 

sp. gr. ^ ^ ' 

* One great advantage of the metric system of weights and meas- 
ures arises from the simplicity with which the relations of the miits are 
expressed. It is easy to remember that a cubic centimeter of water 
weighs a gram, or a cubic decimeter (or liter) a kilogram, and to 
calculate what would be the weight of any number of liters, say 150. 
But it is not so easy to remember that a cubic foot of water weighs 
62.426 lb., and few people could mentally reckon easily what, for ex- 
ample, would be the weight in pounds of 32 gallons (a barrel) of water. 
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EXERCISE VIII. 



SPBOmC GRAVITY OF A SOLID THAT WILL SINK IN WATER. 
[Worthington, Exp. tt, p. 97.] 

Appttnftiii: A glaM bottle, without ■iopporfWsigliiiig a little less 
than 8 os. Theipring-balaiica, of 8 os. capacity, used in Zbc VIL 
A ▼enel of water in which to tubmerge the bottle. Some means 
of sospending the balance, e.g., a nail in the edge of a table. A 
thread for snapending the bottle. 

Weigh the bottle, empty and dry, in air. Weigh the bottle 
entirely filled with water in water. From these two weighings 
find the specific g ravity of the glass of the bottle as compared 
with the water osed. 

With the spring-balance* it is very difficult to get good results 

1 Mr. J. Y. Bergen, who has taught this course in the Boston Latin 
School, uses in the experiments on specific gravity the platform- 




Fio. vm. 
balance mentioned in Ex. XI. He takes a wooden box of suitable size» 
removes top and bottom and all of one side except a strip about 8 cm. 
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when a ▼ery dense tubttance, like most of the metals, is used. 
Hence glass is here used. The bottle is to be regarded merely as 
a piece of glass. 

Tabulate the results obtained in Exercise VIII on the 
same general plan as that adopted for Experiment 13. 

65. Formnla for Specific Gravity. — In calculating specific 
gravities of solids and liquids the formula employed will 
frequently be the following, or some modification of it : 

. >, . . weight of substance in air 

specific gravity = — j^ — ^^^^ tt-- 1 * 

^ -^ ^ ^ loss of weight in water 

for the loss of weight in water is (by Archimedes' principle) 
the weight of the displaced water, and therefore of a 
volume of water equal to the volume of the object which 
is being examined. 

56. Illastration of Differences of Specific Gravity. — To 
illustrate roughly the relative specific gravities of some 
familiar substances the following experiment may be per- 
formed. 

EXPERIMENT 15. 

Pour iDto an ordinary hydrometer- jar mercury enough to fill it to 
the depth of several cm., and then nearly fill with water the remain- 
ing portion of the jar. Drop into the water an iron ball or an iron nut 
of convenient size and note at what point in the jar it comes to rest. 
Fill another similar jar half full of water, and most of the remaining 
half with benzine. Drop into this a small block of heavy hard wood, 
for example red oak, hickory, or apple-wood. Make out a list of sub- 
stances experimented upon in the order of their specific gravities.^ 

wide. On this strip, lengthwise, the balance is placed, the jar of 
water in which objects are to be weighed standing beneath the strip. 
The object to be weighed is suspended by a loop of thread which 
runs across the platform and embraces, without touching, the sup- 
porting strip of wood. [See Fig. VIII.] 

* The experiment can be performed with all three liquids together 
in one jar. 
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67. BXERCI8B IX. 

aPMCmO OBAVJTT OF A SOLID THAT WILL FLOAT Df WATER. 

First Method: Bt Submsbsion with a Sikker. 

[Woithtngton, Bxp. 8, p. 97.] 

ApfMntoB : TIm woodMi block of fix. YII tookod In moitod 
IMHnffliMt lo tluift it will be watacwptooC A rfnkori weighing Ion 
than 8 os. under water, but heaTy enoni^ to rink the block. 
Some means of suspension for the spring-balance. 

Weigh the block suspended by a thread alone In air. Place the 
■inker on the block and weigh both together nnder water. Weigh 
the sinker alone under water. FVom these three weighings find 
the specific gravity of the block. 

Skoohd Mxthod: Bt Flotatioh. 

[Worthlogton, Exp. IS, p. 70.] 

Apparatus : The same block. A vessel In which to float the 
block in water. A short scale divided to mms. 

Measure the thirkness of the block at each of the four comers 
and take the average. Float it in the water and measure the depth 
to which it sinks at each comer.* Take average depth. From 
these measurements find the specific gravity of the block. 

68. Discniiion of Ezereiie DL— The calcalation for the 
first method is to be performed by the aid of the formula 
given in § 55, but it must be noticed that the loss of weight 

1 A flat-bottomed piece of metal with a hook at the top is veiy 
convenient for this purpose. Siicb a sinker can be easily made by 
pouring melted lead into a small baking mould, smaller at the bottom 
than at the top, inserting a copper wire while the lead is still hot, 
and holding it in place until the lead solidifies. The submerged 
part of the copper wire should have a hook in it. The interior of 
the mould should be smoked before the lead is poured in. By 
putting the mould, resting on a piece of wood« on a platform-balance 
one can arrange to have the balance tip when the desired amount of 
lead is poured in. 

* The meniseui caused by the water-surface rising where it touches 
the block makes this measurement a difficult one. It can perhaps 
best be performed by looking through the glass and through the 
water, raising the eye until it just comes on a level with the flat 
water-surface, previously seen from beneath. [See Fig. 12.] 
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now suffered by the block represents all of its own weight 
and all of the weight of the immersed sinker except the 
weight noted for the immersed block and sinker taken 
together. 

Before discussing the result of the second method in 
Exercise IX a simple experiment may be performed which 
will throw some light on the principle involved. 

EXPERIMENT 16. 

Arrange the cylinder of Apparatus A, as already described in 
Experiment 13, weigh a wooden ball or block of such size as to fill 
the cylinder pretty completely but not to fit closely in it. Fill the 
cylinder with water until some runs off through the spout, then put 
the block carefully into the water, catch the overflow and weigh it, 
and from your results ascertain what relation exists between the 
weight of the floating block and the weight of the displaced water. 

Further experiments with a variety of liquids and of 
floating objects would establish the general law: 
y A body floating in a liquid displaces its own weight of 
the liquid. 

The calculation of results from the second method of 
Exercise IX is readily intelligible from this law. Since 
the displaced water weighed as much as the entire blocks 

volume immersed X density of water = 

volume of whole block X density of block, 

whence 

density of block __ . fh!l-\-' ^^^^^^ imm£rsed __ 

density of water "" v /'• y • / ) — volume of block "^ 

(in this case owing to the rectangular shape of the block) 

thickness of immersed portion 
thickness of the whole block 
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69- EXERCISE X. 

SPECIFIC GRAVITY OF A LIQUID, 

First Method: By thb "Specific Gratity Bottle." 

[Trowbridge, Exp«. 16 and 17. Worthiogton, Exp. 30, p. 58.] 
Apparatus : A few ounoea of water and of keroaene. (Other 
llquida, for instance alcohol or a saturated solution of sulphate of 
copper, may be substituted for the kerosene.) A bottle which will 
hold 2 or 3 oz. of water, with ground glass stopper, the bottle and 
stopper weighing about 4 oz. The 8-oz. spring-balance already 
described. A thread to suspend the bottle. A small piece of 
cloth with which to wipe the bottle. 

Weigh the bottle empty \ weigh it foil of keroaene with stopper 
in ; weigh it full of water with stopper in. Take care to exclude 
air-bubbles in putting in the stopper. 
From the three weighings find the specific gravity of kerosene. 

Second Method: By Means op Buoyant Action. 

[Trowbridge, Exp. 11, p. 9. Worthington, Exp. 10, p. 68.] 
Apparatus: The bottle used in the first method, filled with 
water to make it sink readily in water, and with the stopper 
firmly in place. A Jar of kerosene in which to submerge the 
bottle for weighing. A Jar of water for the same purpose. Other 
articles as in the first method. 

Weigh the bottle and the water it contains in air, in kerosene, 
and in water. 
From these weighings find the specific gravity of kerosene. 

Third Method: By Balancing Columns. 
[Worthington, Exp. 1, p. (».] 

Apparatus : Kerosene and water. A glass tube 8 or 10 mm. in 
internal diameter and about 1 m. long, bent into the form of a long 
and very narrow U. A small fonneL A meter-rod reading to 
millimeters. Some support to keep the tube verticaL 

Fasten the U -tubes upright with the meter-rod behind it. Pour 
water into the tube until it fills the bend and about 20 cm. of each 
arm. Then pour kerosene into one arm until it is nearly fiilL 
Measure the height of the kerosene column in one arm, and in the 
other arm the height of the water column above the level of the 
bottom of the kerosene column. From these measurements find 
the specific gravity of kerosene. 
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Altkrnativb Method op Balancing Columns. 

[Trowbridge, Exp. 28, or Worthington, Exp. 3, p. 63.] 

Apparatus: Two small tumblers, one containing water, the 
other kerosene. A lead Y-tube, each arm of which is about 
6 cm. long and 6 or 6 mm. in inter- 
nal diameter. Two pieces of glass 
tubing each 60 cm. long and about 
equal to the lead tube in outside 
diameter. Two pieces of rubber 
tubing about 6 cm. long and one 
piece about 10 cm. long, all of the 
proper size to fit closely over the 
glass or the lead tube. A pinch- 
cock. A meter-rod. 

Connect two arms of the lead Y- 
tube with the glass tubes by means 
of the short pieces of rubber tubing. 
Slip the longer piece of rubber 
tubing, carrying the pinch-cock, 
upon the third arm of the lead tube. 
Place the free ends of the glass tubes, 
one into the water, the other into 
the kerosene, and fix them in a ver- 
tical position. With the mouth draw^ 
out some air through the Y-tube, 
thus raising the two liquids in their 
respective tubes. [See Fig. IX.] 
Close the pinch-cock and watch to 
see that there is no falling of the 
columns due to leaking in of air. 
(To prevent leakage it is well to 
wet the inside of the rubber tubes.) 
Measure the height of the columns. 

Note the height to which "capillary action*^ alone draws the 
liquids and make corrections accordingly. 

From the measurements find the specific gravity of kerosene. 

60. Disscnssion of Exercise X. — ^It is easier to find the 
specific gravity of liquids than of solids, and many methods 
may be resorted tP for the purpose. The first method of 




Fig. IX. 
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Exercise X consists in measuring equal yolumes of the two 
liquids and comparing the weights of these equal yolumes. 
The calculation is too simple to require any explanation. 
In the second method the process really depends on the 
same principle as in the first method, but now the yolumes 
that are being compared in weight are those which are dis- 
placed by the bottle. It is clear that the loss of weight in 
water represents the weight of a quantity of water equal in 
bulk to the outside measurement of the immersed bottle. 
The loss of weight in the kerosene represents the weight of 
au equal bulk of kerosene. The third method depends 
upon the principle that when two liquid columns in con- 
nected yertical tubes balance each other by the pressure due 
to their own weight only, the heights of the columns are 
inyersely proportional to the specific grayities of the liquids. 
The truth of this principle in the case where the two tubes 
are of equal cross-sections is made sufficiently evident by 
what has gone before. When these conditions do not hold 
the question is more difficult, but Exercise Y has shown us 
that the pressure per unit area at the bottom of a column 
of liquid does not depend upon the size, in horizontal cross- 
section, of the column. Now where one column meets the 
other column the cross-section of the two is the same, and 
the pressure at this meeting surface is just what it would 
be if both columns, retaining their present heights, were 
of the same cross-section throughout. We may therefore 
disregard their difference of cross-section. 

In the alternatiye method of balancing columns in Exer- 
cise X the columns do not really balance each other, but 
the pressure per unit area on the tops of the two columns 
is the same, and as the pressure per unit area at the bottom 
of each column (inside the tube at the leyel of the outer 
surface) is equal to that caused by the atmosphere, the 
pressure per unit area produced by the weight of either 
column must equal the pressure per unit area produced by 
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the weight of the other column. The two columns would 
therefore balance each other directly if they met at the 
bottom, and the calculation may be made as if tHey actually 
did so. 

61. Height of the << Homogeneons Atmosphere." — The 
student should notice that the barometer-tube as used in 
Torricelli^s experiment represents the principle of balanc- 
ing columns, and that if we know just the ratio which the 
density of mercury bears to that of air, we can readily 
calculate the height of the "homogeneous atmosphere,'^ 
that is, the height of an air-column of uniform density 
from top to bottom which would just balance the baromet- 
ric column. In order to make such a homogeneous at- 
mosphere air would need to become an incompressible 
fluid ; nevertheless the calculation is worth making, for it 
enables us to make very readily rough determinations of 
the changes in atmospheric pressure produced by small 
changes of altitude. 

62. Specific Gravity of Oases. — The specific gravity of 
air, or any other gas, depends so much on its temperature 
and the pressure to which it is subjected that it is cus- 
tomary to give that value which holds when the tempera- 
ture is 0° C. and the pressure equal to that of 76 cm. of 
mercury. These are the so-called standard conditions, but 
in the following exercise we shall determine the specific 
gravity of the air at the temperature and pressure which 
hold in the laboratory at the time of the experiment. 
Since neither the air nor the water can be weighed without 
some containing vessel, it will be necessary, as in obtain- 
ing the specific gravity of liquids by the "specific-gravity 
bottle," to obtain the weight of the bottle, empty, as nearly 
as may be, and then by subtracting this from the weight 
of the bottle filled with air, and again from the weight of 
the bottle filled with water, we shall get the weights of 
e(|ual volumes of ^ir and w?^t^r. Strictly, we cannot get all 
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the air out of the bottle, and we have to make allowanoe 
for what remainB in it. 

68. EXERCISE XI. 

8PSGJFIC OBAVITY OF AIR: DEGREE OF EXHAUSTION. 

Appftratiu ! A two-liter bottle, with mbber stopper perforated 
for a short piece of glass tubing. A piece of thick-sided, flexiblei 
rubber tubing about 16 cm. long. A pinch-cocfc. A balance* 
weighing to 0.1 gnn. or less. An air-pump. (A little glycerine 
helps to make the Junctions between glass and rubber air-ti|^t.) 

Weigh the bottle with the stopper, glass tube, rubber tube, and 
pinch-cock to 0.1 grm. or less. Draw out as much air as possible 
with the airwpump, then let the pinch-cock dose the tube, and re- 
weij^ to find how much air has been taken oat. Be sure that 
there is no steady gain of weight due to leakage^ then open the 
bottle with its mouth under water,* let it fill with water so for as 
it will in this position, and then replace the stopper. Dry the 
outside of the bottle and weigh again to find how much water has 
entered. This weighing requires only common scales sensitive to 
6 or 10 grms. 

When the bottle is opened under water the latter replaces bulk 
for bulk, at the atmospheric pressure, the portion of the air which 
has been exhausted; hence the ratio of the loss of weight due to 
removing the air to the gain of weight due to admitting water is 
the specific gravity of air referred to water. 

Fill the bottle with water, and weigh again in the same manner 
to find how much water it holds. The ratio of the two weights 
of water to each other shows the proportion of air which was ex- 
hausted. 

The interior of the bottle must be carefolly dried before it can 
be successfully used a second time. To dry it quickly hot air 

' See platform-balance described in the Appendix. This balance 
should be tested without load before and after each weighing. 

* For strict accuracy, the bottle, while the stopper is being re- 
placed, should be held at such a depth that the water-leyel inside will 
be the same as that outside, and the temperature of the water should 
be the same as that of the surrounding air. The errors arising from 
neglect of these precautions are likely to be small compared with 
other errors of the experiment. 
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muflt be forced through it. A little suction-pump which can be 
attached to a £tuoet and operated by a stream of water is very 
useful in this connection and in others. Such a pump can be 
bought for about $2. 

As the drying process is somewhat troublesome when a class 
is large, the following method may by some teachers be preferred 
for this exercise: Determine the interior volume of the bottle 
once for all by weighing it empty and again full 
of wateTj Hud let tha volume be marked upon the 
bottle. Weigh the bottle full of air. Connect 
the bottle with the air-pump by meauB of one of 




th« lead V-tubes de- 
branch of the y with 
internal diameter 
ing vertical in a ves- 
ever, between the V- 
botUe to catch mer^ 
be drawn into the 
which the mercury 



aorib^d above, and connect the third 
a straight glaBB tube 4 or 6 mm. in 
and about 1 m« long, this tube etand- 
sel of mercury (interposing, how- 
tube and the long glana tube a small 
oury that might other wiae by accident 
air-pump). [Fig* 3C.] The height to 
rises in this tube under the action of 
the pump will, when compared with the barometric pressure exist- 
ing at the same time, give the necessary means for determining the 
degree of exhaustion. Weigh the bottle again after exhaustion. 
All the data necessary for determining the specific gravity of air 
at the existing temperature will now have been obtained. 



^ 



64. Becord and Calculation of Besnlts. — In recording the 
result of tlie experiment, let 

a = weight of bottle full of air; 

5 = " " *' after partial exhaustion. 

Then a — 6 = weight of air exhausted. 



66 PHTBICB. 

Let c = weight of bottle with water taking the place of 
the exhausted air ; c — a = weight of water admitted; etc. 

The remainder of the calculation may well be left to the 
student. 

QUESTIOKS AKD PROBLEMS OK CHAPTER III. 

^1. Describe carefully the experiments which you have 
made in regard to the pressure of liquids and the conclu- 
sions reached. (Omit the preliminary experiments in re- 
gard to atmospheric pressure.) 

^2. At what depth in water will the pressure due to the 
water alone be 1 kgm. per square centimeter ?^<) ^ fl"6 
^. A cylinder 20 cm. long, closed at each end and com- 
pletely filled with water, stands upright. A tube enters 
the side of the cylinder at the middle of its height. This 
tube is filled with water to a height of 50 cm. above the 
opening into the cylinder. The pressure of the atmosphere 
being disregarded, how great is the pressure of water 
against each square centimeter of the top of the cylinder ?40 
Against each square centimeter of the bottom ? ~ tpO 
^^. A tank with rectangular sides and bottom is filled 
with water. It is 3 m. long, 2 m. wide, and 1 m. deep. 
VO-6 6VV Disregarding atmospheric pressure, (a) find the total 
(ot»« ^^ pressure on one side; on one end. {b) Find the pressure 
per square centimeter at a point half-way down one side. 

5. Let a Mariotte's bottle have two lateral apertures, 
and let an open tube extend vertically through the stopper 
at the top of the bottle to a point between the level of the 
two lateral apertures. The bottle and the tube being 
originally full of water, (a) state and explain what will 
take place when the higher lateral aperture only is opened ; 
(S) state and explain what will take place when the lower 
aperture only is opened. 

6. A box 20 cm, square and 20 cm, deep has opening 
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into its top a tube 4 cm. square and 10 cm. tall. If the 
whole be filled with water, how great is the total pressure 
upon the bottom ? How much does the whole of the water 
weigh ? If the two quantities here required are not equal, 
explain the difference. (Atmospheric pressure is neg-^^ 
lected.) ((o\lt6^', 4-cro ;x^ O^^. H^?vz> ^ ItovS 

7. A cubical box 10 cm. deep is closed at the top except 
at one place where an open tube 1 sq. cm. in cross-section 
projects vertically 20 cm. Both box and tube are full of 
water. How great is the pressure of the water upon the 
bottom of the box ? How great is the pressure of the box 
upon its support ? Explain the difference. (Neglect air- 
pressure and weight of box.) X^annr ^ 3 ^V ^[q 2, 

8. A diving-bell is allowed to sink in water until its 
mouth is 20 ft. beneath the general surface. The surface 
of water in the bell is 3 ft. above the mouth. If the press- 
ure of the atmosphere is 15 lbs. per sq. in. and is equal to 
that of a layer of water 34 ft. deep, how great is the press- , 
ure to which the air in the bell is subjected ? ^^\ ^ ! ^, '^^ , o / 

9. Give a careful account of Exercise VI of this course, '► * "^ ^ , 
describing the apparatus, the experiment, and showing the 
method of reasoning and the conclusions drawn. 

10. When the height of the mercury column of the 
barometer (specific gravity of mercury 13.6) is 76 cm,, how 
tall a column of water can the pressure of the atmosphere 
support in a tube, there being a perfect vacuum at the 
top? v^*^ 5^/1 U -^ \^'^«'<7 

-::11. If the column of air in the short arm of the tube in 
::^ Exercise VI is 16 cm. long at the beginning of the experi- 
ment, the barometer column being 76 cm. tall and the 
mercury standing at the same height in both arms of the 
apparatus, what is its length when the difference of level 
of the mercury in the two arms is 22 cm.? 
^,^;:^2. If a liter-bottle from which the air has been perfectly 
^exhausted is found to gain 1.293 gm. in weight upon the 
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air being readmitted^ the barometer at the time standing 
at 76 cm., what would be the gain in weight on another 
day when the barometer stood at 74 cm.? 

13. Describe in detail what experiment yon would per- 
form and what measurements you would make in order to 
ascertain the value in grams of the pressure of the atmos- 
phere per square centimeter. 

14. Define density; specific gravity. Explain why the 
density and specific gravity of a body are numerically equal 
when one particular system of units is used. 

Show what numerical relation holds between density and 
specific gravity in the English system of units. 

15. A stone weighs 80 gm. in air and 50 gm. in water, f J^ 
Find its specific gravity. ^ // y 

16. A body whose volume is 1 cu. ft. weighs 100 lbs. in 
air, 37.6 lbs. in water, and 20 lbs. in another liquid. Find^' 
the density (English) and specific gravity of the second v 
liquid. 

17. Give exact directions for finding the specific gravity 
of a blockof wood by submersion in water, stating all the 
precautions that you have been expected to take in this 
experiment in this course. 

18. If ^ the volume of a brick-shaped body were to be 
determined by measurement, which of the three dimensions . r 
should be measured most carefully ? State your reasons, 
illustrating by a numerical example. 

19. If a man's weight is 75 kgm. and his volume, 
exclusive of his head, 72 cubic decimeters, how many cubic 
decimeters of cork, of specific gravity 0.25, would be \^ 
required to keep the man floating with his head above >^ 
water ? 

20. A certain body weighs 50 grams in air; another 
weighs 20 grams under water. The two together weigh 30 
grams underwater. What is the specific gravity of the/ 
first body? \/y 
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21. Explain why the pressure of the atmosphere does not, . * 
and why the pressure of the water in a lake does, increase 
uniformly with increase of depth. ^ 

22. How much would a piece of glass, sp. gr. 2.5, ^ y 
that weighs 100 gm. in air weigh in sulphuric acid [^^' 
whose specific gravity is 1.84 ? In alcohol whose specific 
gravity is 0.92 ? * 

23. A rod of wood of uniform cross-section and 20 cm. \ 
long floats, when prevented from falling over, with 12 cm. *^ 
submerged. What is its specific gravity ? 

24. The weight of a lead sinker when immersed in 9^ 
water = A ; that ot a block of wood in air = ^ ; that of -^ ^ F^ 
block and sinker together under water = G, Find the C 
specific gravity of the wood. / 

^ 25. A cubical block of wood 10 cm. on an edge floats "^ \ 

upright in water with 9 cm. of its depth submerged. How /, ^ ' 
many centimeters will be under water after kerosene ', ^ . 
(sp. gr. 0.8) has been poured into the jar in which the 
block is floating, until the block is entirely submerged 
by the kerosene ? ^ 

26. A rectangular aquarium with a bottom 3 m. long and \I^ 
1 m. wide is filled to a depth of 80 cm. with sea-water A 

of sp. gr. 1.026. What is the weight of the water? 

27. A certain solid floats in the water with only two- , \^ ^ 
thirds of its volume submerged. What is the specific * 
gravity of this solid ? , \/ 

28. Soundings have been made at sea to a depth of " 
7100 m. (a) What would be the pressure per square 
centimeter at this depth, the density of sea-water being 
1.026 in the C. G. S. system ? {b) If a body of air occupy- 
ing 400 cu. cm. at the surface were lowered to this depth 

' In all the examples of this chapter the buoyant effect of the air is 
to be neglected unless expressly mentioned. 
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in a stont tnbe closed at one end and kept with the open 
end down, what would its volume there be ? ' 

29. Gold-leaf can be made fjrhnf ^^ ^ millimeter in y.%^* 
thickness. How much sur&ce can be covered by a gram of V v' 
such gold-leaf ? (See table of specific gravity in Appendix.) '^ • 

30. What must be the volume of a cast-iron kilogram- \ 
weight? 

> If the solution of this questioii were to be given with precise 
accuracy it would be n'ecessary to allow for increase of density in 
the sea-water (due to compression from its own weight) at the rate 
of about y^ of itself for every 2300 meters. 
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CHAPTER IV. 

SOME HYDROSTATIC AND PNEUMATIC MACHINES. 

65. The Hydrostatic Bellows. — This apparatus in its 
simplest form consists of two boards^ each some 50 cm. 
square, connected by a well-oiled piece of leather tacked 
closely around the sides. A tube, bent at right angles at 
the bottom, opens into the interior of the bellows at the 
upper surface of the lower board. When water is poured 
into the upright portion of the tube Until the bellows is 
filled, the upper board of the bellows is forced up with a 
pressure proportional to its area and to the height of the 
water in the tube aboye the level of the water in the bellows. 
Each centimeter in height of the column in the tube will 
give rise to a pressure of 1 gm. per square centimeter in 
the bellows (see "Pascal's Principle,'' § 33). If the area 
of the cross-section of the tube were 1 sq. cm. and that of 
the top of the bellows were 2500 sq. cm., it is clear that 
each cubic centimeter (or gram) of water poured into 
the tube would exert a pressure of 2500 gm. against the 
bellows-top, if the latter were prevented from rising. 
Since the leather sides soon become hardened and crack, 
the metal cylinder already described (Fig. 4) may con- 
veniently be used to illustrate the principle of the bel- 
lows. For this purpose it is only necessary to wire a stout 
rubber tube firmly on to the short brass tube C, force the 
piston to the bottom of the cylinder, and then, holding the 
free end of the tube 3 m. or more above the cylinder, pour 
in water through a funnel, while the upward movement of 



the piston is resisted by the application of heavy weights or 
by one of the pupils pushing strongly against it. 

66. The Hydrostatic Press. — In the case of the apparatus 
just described the pressure which moves the piston is due 
to the weight of the water in the upright tube. The hydro- 
static press depends for its action on the pressure imparted 
to water in one cylinder by a piston or plunger working in 
another cylinder, often at a considerable distance from the 
former one. The ram or larger plunger ^ is so arranged 
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as to work water-tight in the cylinder V, and the plunger 
D works similarly in the small cylinder a. Small quan- 
tities of water are successively forced from a into V by the 
movements of D, and A is raised very slowly, but with 
great force, carrying with it whatever weight may have 
been placed upon it, or compressing strongly any material, 
for example a bale of cotton, confined in an open-bottomed 
chamber above the ram, into which the latter rises. 

Since the pressure per square centimeter exerted by the 
small piston is transmitted undiminished to every part of 
the body of water in both cylinders, the total resulting 
pressure exerted by the ram A will be to the total pressure 
applied by the plunger D as the area of the cross-section of 
A is to the area of the cross-section of Z>. The principle of 
the hydrostatic press may be readily illustrated by the use 
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of the brass cylinder and piston. Fig. 4. The cylinder being 
placed in a stout frame, so arranged that the rise of the 
piston may break in two a short stick fastened across just 
above the piston, water may be forced into the cylinder by 
means of a small force-pump, or even (if the laboratory is 
supplied with water at considerable pressure) by connecting 
the cylinder, by stout tubing, with the faucet at the sink, 

67. The Siphon.— Let a vessel be filled with water to a 
certain level. Take a rubber tube about 30 cm. long and 
fill it completely with water. Closing botli ends with the 
fingers, dip one end beneath the water-surface and then open 
it. Keeping the other end still closed, hold it somewhat 
higher than the water-level and consider whether the pressure 
of the water at this closed end is greater or less than the 
atmospheric pressure, and whether, therefore, the water 
wauld or would not flow out if the tube were opened, guiding 
yourself in your inquiry by what you have learned in con- 
nection with Exercise V. Having made up your mind 
upon this point, remove your finger and see what course the 
water takes. Repeat the experiment and the inquiry, hold- 
ing now the outer end of the tube lower than the water-sur- 
face. After making these experiments you will see that you 
have in your hands a very useful device for the transfer of 
liquids. Continue the experiments by having the rubber 
tube, after it is filled, connect the water in one vessel with 
that in another vessel, the level of the two water-surfaces 
being different in the two vessels. 

Problem : Is there any limit to the height which the 
upper bend of an acting siphon can have above the level 
of the water in the vessel which it is emptying ? If so, 
what is this limit at the ordinary pressure of the atmos^ 
pliere ? 

68. Pumps for Baising Water. — Most pumps depend 
upon atmospheric pressure as one necessary condition for 
their operation. 
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In the lifting-pump (often called suction-pump)^ Fig. 
15, the piston is perforated by two openings, covered at the 
top by the upward-opening valves F, V 
(shown closed in the figure). The piston 
slides closely, but with little friction, in the 
barrel, or cylinder , A. Water is supplied 
from below by the "suction-pipe^^ which 
leads from a reservoir. At the top of 
this pipe is an upward-opening valve. 
As constructed for actual use the valves 
often have a form very different from 
that of the simple '^clack-valve'' shown 
in the figure. As here represented the 
piston is in the act of rising, hence the 
lower valve is opened by the upward- 
flowing water and the upper valves are 
closed by the pressure of the water and 
atmosphere above them. The height to 
which water can be lifted, above the lower 
valve, depends only upon the strength 
Fxo. 15. of the pump and the power applied to 

work it. The lower valve, however, cannot, for the 
reason already noted in connection with the siphon, be 
successfully placed at a height of more than 10.33 m. 
(about 34 ft.) above the level of the water in the reservoir, 
when ordinary atmospheric pressure prevails. In practice 
the valve is not set so high as this. 

In force-pumps the water is not merely lifted but it is 
forcibly driven out of the cylinder. The piston is solid, 
and the upper valve opens outward, or away from the 
cylinder, as shown in Fig. 16, into the pipe through 
which the pump discharges. 

With the simple form of pump shown in Fig. 16 the 
water is thrown out in successive jets. This defect may 
be remedied by delivering the water through an air-cham- 
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ber, as shown in Fig. 17. The water forced in through 
the tube A at each impulse compresses 
the air above the water-level B in the 
chamber, and this compressed air 
gradually expanding continues the 
stream of water through the tube P 
while the piston is ascending. 

69. Air-pumps. — The principles of 
construction of the air-pump are essen- 
tially the same as those of the water- 
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pumps just described; and, indeed, the great blowing- 
engines that supply th^ intense blast of air to many kinds 
of furnaces for smelting metals work force-pumps which 
drive air through tubes, much as an ordinary force-pump 
drives water. The ordinary air-pump, however, is more 
nearly like a lifting-pump (§ 68), and air-pumps differ 
from the latter mainly in the shapes and proportions of 
their parts and the construction of the valves. A simple 
and efficient kind of air-pump is shown in Fig. 18, 

Used in the ordinary way the air-pump cannot give a 
perfect vacuum. Even if it is so constructed that the 
valves will be opened and shut alternately, whether there 
is enough air-pressure in the cylinder to move them or not, 
the continued action of the pump can only reduce the 
{i*action of an atmosphere remi^ning to smaller and smaller 
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values without ever diminishing it to zero. For each up- 
ward stroke of the piston can at most remove nearly all of 
the air in the cylinder, leaving the air in the receiver and 
connecting-pipe to expand and fill the entire space con- 
tained by the cylinder (below the piston), the connecting- 
pipe, and the receiver. To make the case as simple as 
possible, suppose the cylinder and the receiver to be of 
equal capacity, and the pipe to be so small that its contents 




Fig. 18. 



may be neglected. If the volume of air before the first 
up-stroke were 2 liters, the volume after that stroke, in 
receiver and cylinder, would evidently be 4 liters, and the 
tension would have fallen to ^ what it was at first. The 
down-stroke would make no change in the pressure within 
the receiver. After the second up-stroke the tension 
would become \ of j^, or J, and so on. Let the capacity of 
any receiver be r, and that of the cylinder be c; let the 
tension of the air before exhaustion be t, that after one 
upward stroke be t^y and that after the nth upward stroke 
t^. Then, by Boyle^s law, 

^ : /, ::c + r : rj 
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T 

therefore, t. = t — : — . 

* c + r 

After the second upward stroke we shall have 

t^ :t^ :: c-\-r : r; 

f 
therefore, t, = t, — ; — . 

' * 6* + r 

Substituting for t^ its value derived from the preceding 
equation, we have 

and after n up-strokes, 

'■='(^)"°' 

Questions and Problems ok Chapter IV. 

1. The inside diameter of the cylinder in Fig. 4 being 
taken at 14.5 cm., what weight can be supported by the 
piston when the rubber tube attached contains a column 
of water 2 m. above the water-level in the cylinder ? 

2. Suppose the same cylinder to be used as a hydrostatic 
press, the rubber tube attached being laid horizontally, 
and let a plunger of 1 sq. cm. area of cross-section be forced 
into the open end of the tube by a pressure of 0.5 kgm. 

' These formulas imply that any desired degree of exhaustion 
can be attained by continued action of the pump, but with ordinary 
pumps this is not the case. Leakage and imperfect fitting of the 
piston at the bottom of the cylinder make it impracticable in most 
cases to reduce the pressure of the air in the receiver much below 
that of 1 mm. of mercury. When the exhaustion must be carried 
farther than this, mercury-pumps are usually employed. 
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in excess of friction. What weight could be sustained by 
the piston ? 

3. What difference would it make in problem (1) and in 
problem (2) if oil of sp. gr. 0.9 were substituted for water ? 

4. How high could sulphuric acid of sp. gr. 1.84 be t 
raised above its level in the containing vessel by means of \v 

a siphon ? How high could the lower valve of a lift-pump, i^ 
used in pumping up this acid, be placed above the level 
of the acid to be raised ? 

5. If the water has all run down to its natural level out 
of the cylinder and suction-pipe of a lift-pump, it may 
usually be pumped up again by filling the cylinder with 
water and working the pump rapidly. State just what 
occurs when this is done, and explain. 

6. In an air-pump the capacity of the cylinder is 0.5 
liter and that of the receiver 4 liters. The capacity of 
the connecting tube may be neglected. How much of the 
air originally present will remain in the receiver after five 
double (complete) strokes? 
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CHAPTER V. 
COMPOSITION AND RESOLUTION OP FORCES. 

70. Equilibrium. — A force has already been defined in 
this book (§2) as a push or a pull. The natural action 
of a single force applied to any body is to set the body in 
motion, or to change in some way the motion that the body 
already has. But if two or more forces are applied to the 
body at once, they may neutralize each other in such a way 
that the body will act as if no force were applied to it, 
provided we may neglect any change of shape or size that 
the body undergoes under the action of the forces. Forces 
so neutralizing each other are said to be in equilibrium 
with each other. But how does a body act, as a whole, 
under the influence of no force, or of a set of forces equiva- 
lent, taken together, to no force ? For a very long time it 
was supposed that a body not acted upon by any force must 
come to rest and remain at rest. It was supposed that 
motion could be maintained only by a continual application 
of force. This was an error. 

It is true that the moving bodies with which we are most 
familiar do tend to come to rest. The error lay in suppos- 
ing that no force is acting upon them while they are com- 
ing to rest. Experiment shows that when better and 
better means are taken for lessening friction, resistance of 
air, etc., moving bodies show less and less tendency to come 
to rest, and as a result of all experience and reasoning it is 
now believed that no body ever comes to rest except 
because of some obstruction, some application of force 
which stops it. In fact the natural behavior of any body, 
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the behavior of a body not acted upon by forces outside itself , 
is to remain at rest if at rest, to move with unchanging motion 
if in miction. This is essentially Newton^s First Law of 
Motion. 

The subject of setting bodies in motion or changing 
their motion will be taken up in connection with Exercise 
XVIII. We shall in Exercises XII to XVII be dealing 
with cases of equilibrium; that is^ cases in which bodies are 
at rest or, as nearly as may be, in ufiiform, unclianging 
motion. We shall in studying these cases have in view 
several objects^ one of which is to determine what relations 
must exist in a set of forces in order that they may neutral- 
ize each other in their action upon the body to which they 
are applied. These relations are called the conditions 
necessary for equilibrium, or, simply, the conditions of 
equilibrium. 

71. ninstrations of Equilibrium. — Suppose a lead bullet 
to be suspended by a slender thread a meter or more in 
length, so as to hang at rest a few centimeters above the top 
of one of the laboratory tables. If the air is still and the 
building is not jarred, by footsteps or otherwise, the bullet 
will remain motionless with reference to any point on the 
table-top; for instance, the head of a pin stuck into the 
table immediately beneath it. There are, however, forces at 
work upon the bullet. Burn off the thread and the bullet 
will fall, impelled towards the earth by what we call the 
force of gravity. As long as the bullet remained suspended 
and at rest the various forces acting upon it must have 
antagonized each other so as mutually to destroy each 
other's effect and thus produce a balanced condition in the 
bullet. Many forces contribute in greater or less degree to 
this result. The bullet, as we know, is acted on by the press- 
ure of the air from all sides, and is also slightly attracted by 
surrounding objects in the room, by more distant objects 
on the earth's surface, and even by every one of the 
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heavenly bodies, especially the moon and the sun. Other 
illustrations of equilibrium of forces will readily suggest 
themselves to the student. Floating bodies owe their posi- 
tion in the liquid in which they float to the joint action of 
gravity, and of the upward thrust or buoyancy of the liquid. 
A picture hung against the wall is supported in position by 
the simultaneous action of gravity, of the two segments of 
the picture-cord on either side of the nail or hook from 
which it is suspended, and of the push of the wall against 
the lower part of the picture-frame. A balloon, held fast 
to the ground by a rope, owes its position to the force of 
the rope and that of gravity, on the one hand, and to the 
buoyant effect of the air, on the other hand. The spherical 
form of the balloon is maintained by the outward pressure 
of the contained gas, acting against the silken envelope 
which contains it, and the resistance of the silk would not 
be sufficient to prevent the balloon from bursting, if it were 
not for the pressure of the surrounding air upon its outer 
surface. 

72. Specification and Representation of Forces. — In order 
to calculate what effect will be produced by a given force 
we must know the amount, the direction, and the position, 
or point of application, of the force. The directions of 
forces with reference to each other may be represented by 
lines, and the lengths of the lines may represent the rela- 
tive magnitudes of the forces. One end of a line will rep- 
resent the point of application of the force, and an arrow- 
head upon the line will indicate whether the force is 
directed towards the right or towards the left along it. 
Any scale may be chosen, as for instance one centimeter to 
the kilogram. 

73. Bodies to be Acted Upon. — It would be most desir- 
able in experimenting upon the effect of forces to have as 
the object to be dealt with some body of matter entirely 
free from all external forces except those to be applied by 
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the experimenter. This, however, is impossible. The best 
that we can do is to arrange some body in such a way that 
it will move with as much freedom as possible in all direc- 
tions, or, at least, in the directions which the forces to be 
applied would tend to make it follow. It is comparatively 
easy to secure considerable freedom of motion in directions 
nearly or quite horizontal. We can do this by hanging up 
the body by a long suspension, by floating it in some liquid, 
or by supporting it on easy-running rollers. For some 
purposes we may use a body so light that its weight and 
the resistance it encounters from friction may be disre- 
garded in comparison with the forces to be applied, as in 
Exercise XII. 

74. Equilibrium of Two Forces. — One force applied to a 
body not acted upon by other forces cannot be a case of 
equilibrium. The body would suffer some change of motion. 
The simplest case of equilibrium is that of two forces. 

EXPERIMENT 17. 

Take the "checker-board" described in Exercise XIV and support 
it upon marbles. Apply to this board two horizontal forces, each 
equal to several pounds, by means of two spring-balances, and find 
the conditions of equilibrium. These conditions may, in accordance 
with § 72, be put in the form of : 1st, a relation between the mag- 
nitudes of the forces; 2d, a relation between the directions of the 
forces; 3d, a relation between the points of application of the 
forces. 

76. Definitions. — Several definitions will now be needed. 

Resultant , It is a familiar fact that two or more forces 
acting upon a body may, in many cases, be replaced by a 
single force; that is, in many cases, a single force can be 
found whose unaided action upon the body would produce 
upon it the same effect that is produced by the joint action 
of the given forces. This one force is called the resultant 
of the combination to which it is equivalent. 

Components. The several forces of the combination are 
called the components of the resultant. 
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Composition, The process of finding the resultant of a 
given combination of forces is called the composition of 
forces. 

Resolution. The process of finding a set of components 
to equal a given resultant is called the resolution of forces. 

Equilihrant, The force which will exactly neutralize a 
combination of other forces is called the equilihrant of that 
combination. It is evident from what precedes that the 
resultant and the equilihrant of a combination are exactly 
equal and opposite to each other. 

These definitions may be illustrated by a diagram. Let 
the lines A, B, and C, in Fig. 19, represent 
three forces which are in equilibrium with 
each other. Then either one of the three is 
the equilihrant of the other two, since it neu- 
tralizes their joint effect. 

A is the equilihrant of B and C. 

C '' '' '' '' " B. 

The dotted lines a, c, b, represent forces 
equal and opposite to A,B, (7, respectively. 
It is evident that A, which exactly neutralizes 
B and C together, would exactly neutralize 
a alone, which is therefore seen to be the 
exact equivalent, or resultant, of B and C, 
So b is the resultant of A and (7, and c is the 
resultant of A and B. Fio. 19. 

76. EzerclBe XU Equilibrium of Three Forces. — We 
shall consider in Exercise XII the case of three forces all 
all of which are applied at the same point, but this Exercise 
is to be considered as covering not merely cases of three 
forces applied at one point, but also cases of three forces 
whose lines of action, when continued, meet at one point. 
Such forces will be spoken of as meeting at one point. The 
experiment already suggested (§ 74) with two forces ap- 
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plied to the checker-board can readily be so directed as 
to show that the point of application may, without change 
of effect, be changed to any new point in the line of the 
force. 

EXERCISE XII. 

COMPOSITION OF FORCES. 
[Trowbridge, Exp. 61. WorthingtoD, Exp. 10, p. 95. Lodge, Arts, 95-108.] 

Apparatus; Three spring-balancei of 30 lbs. capacity. Two 
pieces of slender, strong, hard-twisted string 70 or 80 cm. long. 
The block used in Ex. VII. A short scale in mms. 

Connect the hooks of two of these spring-balances by means of 
one of the strings. Attach the other string to the hook of the third 
balance and let a loop in the other end of this string pass around 
tho first string so as to slide freely npon it. Pnt the three balances 
so connected on a horizontal snr&ce. Fasten balances one and 
two by their rings to pegs, nails, or other fixed ol^^cts that will 
serve as pivots around which the balances may swing so as to 
point in any horizontal directions. Pull now the third balance by 
its ring in any desired direction, and with such force as to draw 
the strings tight and so make each balance point in the same direc- 
tion as the string attached to its hook. Make a careful reading of 
each balance. Then put a note-book beneath the Junction of the 
strings, and in this, using the block as a guide, draw a line a few 
cms. in length parallel to and beneath each string. From the 
point where these three lines meet lay oflf along each line an arrow 
proportional in length to the reading of the corresponding balance, 
the arrow in each case pointing away from the Junction. From 
the tip of any arrow lay oflf a line parallel and equal to one of the 
other arrows, and from the end of this line lay oflf another, parallel 
and equal to the thfrd arrow. Consider whether the resulting 
figure appears to have any significance. 

On the other hand, from the point whence the three original 
arrows spring draw a line equal in length to one of the arrows, but 
exactly opposite in direction, and consider whether this line ap- 
pears to have any significant geometrical relation to the other two 
arronTS in place. 

Four students can work together on this experiment, thus avoid- 
ing the necessity of fastening the balances by means of nails or 
pegs. Each one holding a balance should place it on its back on 
the table and hold it firmly with both hands, looking directly 
down upon the index. Each student in turn should draw the 
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lines in his book and make the diagrams, using a S3r8tem of forces 
somewhat different from those nsed by the others. 

This experiment shows how to find the magnitude and direction 
of a single force which shall be equivalent to two other forces the 
magnitudes and directions of which are known. It shows also 
how to find the magnitudes of two forces, in prescribed directions, 
which shall be equivalent to a single force the magnitude and di- 
rection of which are known. An interesting and important appli- 
cation of its teachings is found in the inclined plane. See Bzs. 
Xm and XXL 

77. Statement of Results. — All the conditions of equilib- 
rium in this case may be included in a single statement 
concerning the geometrical relations of the lines represent- 
ing the forces^ and this statement may be put in either of 
two forms, which should be suggested in following out the 
directions already given. The first form is called the 
principle of the triangle of forces. The second is called the 
principle of the parallelogram of forces. 

78. Calculation of Resultant of Two Forces at Bight 
Angles. — A very important case of the composition of 
forces is that in which two forces act at right angles to one 
another. In order to obtain the numerical value of the 
resultant for such forces x^ 
we need only to make a 
simple calculation. Sup- 
pose a force ON, Fig. 20, of 
3 kgm., to act due north, 
and a force OB, of 4 kgm., 
to act due east, both forces 
being applied at the point 
0. Completing the rect- 
angle ONRE, and draw- 
ing the diagonal OR, we have in OR, by construction, the 
required resultant. (Notice that, as is always the case, the 
resultant is nearer, i.e., makes the lesser angle with, the 
greater force.) 

Now the line OR is the hypotheuuse of the right-angled 
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triangle O^R, and, by a familiar theorem in geometry, 

OR = ^0N^+ OE^ Prom thiswe may derive a conven- 
ient rule for finding the resultant of two forces at right 
angles to each other: If the two farces are at right angles 
to each other, their resultant will he numerically equal to 
the square root of the sum of the squares of the two forces. 
In the triangle just constructed the value of OR would be 
equal to V^^ + 4*, or 5. From this calculation we get the 
numerical value of the resultant force, but gain no knowl- 
edge as to its direction, so that the geometrical construc- 
tion gives a more complete knowledge of the resultant than 
can be gained from the arithmetical method alone. 
79. Besolution of Forces. — A problem the converse of 
that just discussed, namely, how to 
find two or more forces whose effect 
shall equal that of a single given 
force, often presents itself for solu- 
tion. 

Since the force to be resolved is 
to be considered as the diagonal of 
a parallelogram, of which the re- 
quired forces form the sides, the 
number of pairs of forces that can 
be found, each pair of which is 
equivalent to a given force, i^ equal 
to the number of parallelograms 
that can be drawn with the given 
force for a diagonal. The number 
of such parallelograms is unlimited. 
The annexed diagram, Fig. 21, 
FiQ. 21. shows a few of the possible paral- 

lelograms formed upon the diagonal AB. 
It is often important to resolve a force into two others 
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one of which shall have a certain definite direction, or to 
resolve it in such away that the two forces found shall form 
a certain definite angle with each other, usually a right 
angle. 

Suppose, for example, that a horse is attached to a point 
at the front of a car and pulls in the direction 0(7, Fig. 
22, while the rails extend in the direction EF. In order to 
find what useful result the pull of the horse produces we 
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must resolve it into two forces, one of which is parallel to 
the line of the rails and the other perpendicular to this line. 
Complete a parallelogram with diagonal 0(7 and with sides 
OB and OA, respectively parallel and perpendicular to the 
line BF, If 00 represents the whole pull of the horse, 
OB is the useful component, and OA is useless, or, 
because of the friction it causes against the rails, worse 
than useless. OB is called the projection ot 00 upon the 
line OD. 

80. Besultant of Forces in Several Planes.— We have in 
Exercise XII been dealing with three forces only, three 
forces lying in one plane; but the power we have thereby 
gained of finding the resultant of any two forces meeting 
at a point enables us to find the resultant of any num- 
ber of forces meeting at a point, forces not necessarily 
confined to one plane but pointing in any direction. We 
first find the resultant of any two of the forces and 
replace the two forces by this resultant, thus reducing by 
one the number of forces. The same process continued 
leaves at last a single force, which is the resultant of 
all those originally given. For example, find the resultant 
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of the five forces, J, B, O, A ^ (Fig. 23), all applied 
at the point 0. 

The resultant of A and B is 72, ; 
« « « ^^ « B '' R^; 

a a Ji^ a E '' R,l 

which last is the resultant of all the original forces. A, B, 
0, D, K Observe that the outline of the resulting figure, 
from around to P, the extremity otR, in the direction 
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of its construction, is made up of lines equal and parallel 
to the arrows A, B, C, D, E, This, in fact, leads to a 
general and very convenient rule for finding the resultant 
of any number of forces meeting at a point. Put together 
the arrows representing the forces, tail to tip, without 
change of direction, each arrow being used but once. Then 
draw a straight line from the tail of the first arrow to 
the tip of the last. This line represents in magnitude and 
direction the resultant required. When this resultant is 
zero, that is, when the set of forces is in equilibrium, the 
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arrows when put together in the way just described form 
the outline of a closed polygon. This is called the princi- 
ple of tJie polygon of forces. 

For instance, suppose the six equal forces A, B, (7, D, 
Ey F, Fig. 24, to be applied at the common point 0, so as 
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to make the angles at the centre equal to each other, and 
then, using the same forces, apply them tail to tip, as 
above described, so as to form a polygon. Fig. 25. The 
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polygon is seen to be a regular hexagon. Mere inspection 
of the six forces in Fig. 24 will suffice to show that they pro- 
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dace equilibrium, and the &ct that the polygon in Fig. 25 
is a closed one shows the same thing in another way. 

81. Forces all in the same Straight Line. — Gases of any 
number of forces lying all in the same straight line are so 
simple that they can be treated without the continued use 
of diagrams. They can be dealt with by mere addition 
and subtraction. 

Example. Let a force of 20 kgms. act due north, and 
two forces, one of 10 kgms. and one of 8 kgms., act due 
south along the same line with the 20 kgm. force. Find 
the magnitude and direction of the resultant and of the 
equilibrant of this set of forces. 

82. j?orces not meeting at One Point.— Often a set of 
forces whose lines of action do not meet at one point can, 
by finding resultants for some of the forces, be reduced to 
a set of two forces whose lines of action do meet at one 
point, and the resultant of the whole original set can thus 
be found. Thus in Fig. 26 the lines of the forces Ay B, 0, 
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and D would not meet at a common point if they were 
continued. But the line of action of P, the resultant of 
A and B, crosses the line of action of Q, the resultant of 
C and Z>, and the resultant of these two forces P and Q 
is therefore easily found. If a set lying in one plane can- 
not be reduced to two forces crossing at one point, it can, 
as practice with diagrams will show, be reduced to two 
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or more forces whose lines would not meet however far 
continued, that is, parallel lines. In Exercises XIV and 
XV we shall study sets of parallel forces. 

(Exercise XIII of the College pamphlet, which deals 
with the coefficient of friction^ makes application of 
principles established in Exercise XII. It will, in this 
book, be placed just before Exercise XXI, which also makes 
an application of Exercise XII.) 

88. Parallel Forces: Exercise XIV.— We will begin by 
finding, in Exercise XIV, the conditions of equilibrium of 
three parallel forces confined to one plane, the points of 
application lying all in a straight line which is at right 
angles with the lines of the forces. In seeking to discover 
and frame these conditions the student must consider 
three particulars to which his attention has already been 
called, viz., the magnitudes of the forces, the directions of 
the forces, the points of application of the forces. The set 
of conditions may be expressed in various forms. A good 
form, although not the briefest, consists of 

1) A statement concerning the magnitude of the largest 
force as compared with the other two taken together; 

2) A statement concerning the direction of the largest 
force in relation to the direction of the other two; 

3) A statement concerning the point of application of 
the largest force with reference to the points of application 
of the other two. The every-day experience of students 
may have made them familiar with some of these condi- 
tions, but a careful performance of Exercise XIV will 
serve to make their ideas definite and systematic, and 
therefore applicable to such questions and problems as 
those which are to follow. 
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EXERCISE XIV. 

PARALLEL FORCES IN ONE PLANE. 

[Trowbridge, Ezps. 66, 66, 67, and 68. Worthington, pp. 100, 101, and Exp. 7, 
p. 90. Lodge, Arts. 113-117.] 

ApparatoB : Three or more spring-balances of several lbs. 
capacity. A smooth flat board, protected from warping by cross- 
pieces at the ends, npon which a square 1 ft. on the side is laid ofi 
and divided into squares each 2 in. on the side, the lines being 
made with a pencil or a knife, a hole about ^ in. in diameter being 
punched, not quite through the board, at every crossing. [Fig. 

XL] Several iron pegs fitting 
rather closely in the holes in the 
board. Three smooth round 
marbles equal in size. 

Put the marbles on a level table 
and lay the board, marked side up, 
on the marbles. Put three pegs into 
holes along any straight line on the 
board and attach a spring-balance 
by means of a string one or two 
feet long to each peg. [Fig. ZOL] 
Pull upon the three spring-balances 
in lines at right-angles to the line 
of the pegs with any forces that will Just balance each other, 
so that the board shall not move after the forces are fuUy 
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applied. (To insure good results in Bzs. XIV, XV, and XVI, the 
lines and holes on the boards should be very accurately placed 
and the spring-balances should be used with great care as in Bzs. 
n and Xn. Each student should hold his balance firmly in both 
hands, resting his knuckles npon the table. He should, until 
equilibrium is secured, devote his main attention to keeping his 
balance exactly in line with the string to which it is attached and 
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keeping thiii string exactly over the line traced npon the board, 
taking care that it does not bear down on the edge of the board. 
His head meanwhile should be in such a position that when the 
word is given to read he may look directly down upon the index 
without moving anything except his eyes. It should be remem- 
bered, too, that errors due to the friction of the board upon its sup- 
ports and inaccuracies of reading are less important when the 
forces exerted by the balances are considerable than when they 
are small.) A record should be made in the note-book of the con- 
ditions which produce equilibrium in this case. For this purpose 
a diagram of the board should be made in the note-book and the 
points indicating the holes should be numbered from 1 to 49. The 
record can then be made briefly thus : — 

Hole. Force. Direction. 

t. +» -^» or -•- I 

... ... > Equilibrium. 






This being done, change the distances between the pegs, find and 
record the conditions of equilibrium for the new arrangement. 
Then move the pegs to some other straight line on the board, 
some line differing greatly in position from the one Just used, and 
do as before. 

Study the record of all these experiments with the purpose of 
obtaining a mastery of the principles which apply in them. 

84. Cases in Composition and Besolution of Parallel 
Forces. — 1) To a rod extending east and west are applied 
two forces, one of 10 lbs., the other of 5 lbs., due south, 
the points of application being 6 ft. apart. State the 
magnitude, direction, and point of application of their 
equilibrant; of their resultant. (See § 75.) 

2) If the two forces applied to this rod were 6 lbs. due 
north and 15 lbs. due south, the points of application being 
7 ft. apart, state what would be the magnitude, direction, 
and point of application of the equilibrant; of the re- 
sultant. 

3) Let two forces, one of 10 lbs. due north, the other of 
10 lbs. due south, be applied to the rod, the points of 
application being 6 ft* apart. Find, if possible, the mag- 
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nitnde^ direction^ and point of application of the equili- 
brant; of the resultant. [A set of two equal forces like 
those just described, applied to the same body in exactly 
opposite directions, but not in the same line, constitute 
what is called in mechanics a caugle. The student should 
bear carefully in mind what he here learns concerning the 
equilibrant and the resultant of a couple.] 

Having now learned how to calculate the resultant of 
two parallel forces, we can easily find the resultant of any 
number of parallel forces, even when they do not lie in 
one plane. We have merely to find the resultant of any 
two of a given set and replace the two by this resultant, 
thus reducing the number engaged by one. This process 
continued gives at last a single resultant for the original set, 
unless it happens that the set is equivalent to a couple such 
as we have already discovered. 

4) To the rod already mentioned let three forces be 
applied, one of 5 lbs. due north, one of 10 lbs. due south, 
one of 10 lbs. due north, the points of application being 
respectively 2, 4, and 6 ft. from the western end of the 
rod. State the magnitude, direction, and point of applica- 
tion of the equilibrant of these three forces; of their re- 
sultant. 

5) Let the forces be 6 lbs. north, 8 lbs. south, 11 lbs. 
north, and 15 lbs. south, the points of application being 
respectively 3, 4, 5, and 6 ft. distant from the western end 
of the rod. State the magnitude, direction, and point of 
application of their equilibrant; of their resultant. 

6) A board one foot square is placed horizontal and is 
loaded at the north-east corner with 10 lbs., at the south- 
east corner with 10 lbs., at the south-west comer with 20 
lbs. Find the position where a single supporting point 
must be placed and the load which this point must bear, 
the weight of the board being disregarded. 
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The six preceding problems are cases in the composition 
of parallel forces. It is easy to apply the principles of Ex- 
ercise XIV to the resolution of forces also. 

7) A force of 20 lbs. acts due north from a point 8 ft. 
from the western end of the rod. State the magnitudes, 
directions, and points of application of three pairs of forces, 
each one of which pairs would just neutralize this force. 

85. Parallel Forces Continued: Exercise XV.— We have 
now considered at some length the cases of parallel forces 
whose points of application lie all in one straight line at 
right-angles with the line of the forces. We now take up 
in Exercise XV cases of three parallel forces whose points 
of application lie in a broken line, or in a straight line not 
at right angles with the lines of the forces. After per- 
forming this exercise the student is advised to write out 
the conditions of equilibrium for such cases in a form as 
nearly as possible like that used in Exercise XIV, making 
use now of perpendicular distances between lines of action 
instead of distances between points of application. Having 
written out this set of conditions, let him find whether it 
will serve also for the cases of Exercise XIV. 

EXERCISE XV. 

ApparatoB as in Bz. XIV. 

FmsT Paht. — starting with one of the cases of equilibrium 
already recorded in Bz. XTV, experiment with this in view : to 
find, all the forces remaining unchanged in magnitude and direc- 
tion and two of them retaining their points of application, what 
new points of application, if any, there are for the third force 
which will leave the system in equilibrium as before. Take each 
force in turn as the roving one, and record the trials in the note- 
book with any general conclusions that may be obtained. 

Seoond Paht.— Starting again with any one of the cases of 
equilibrium of Bz. XTV, try whether the equilibrium will con- 
tinue when the three forces, unchanged in magnitude and points of 
application, and still remaining parallel to each other, are veered 
about into new directions. Record briefly the trials and the 
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result. Try the same with any case of eqnilifarimn that may haire 
been found in the First Part of this ZVth Bzercise. Record 
briefly the trials and the result. 

(The ordinary lever, when the power acting and the ^resistance 
overcome are parallel, is simply a case of three parallel forces, 
one of which is exerted by a fixed support called the fnlcmm.) 

Before Bz. ZVI is taken up the idea and definition of the 
moment of a force should be given with an application to Ezs. 
XIV and XV, and the student should work out in his note-book 
the moments for at least two cases of equilibrium in Bz. XTV and 
two in Bz. XV. Let him in discussing each case take for the 
folcrum each of the three pegs used in that case, and at least one 
other peg, in turn. This will make at least twelve moments 
calculated for each case of equilibrium. The calculations, how- 
ever, are extremely simple. Call a moment positive if it tends to 
produce rotation around the given fulcrum in the direction of* 
motion of the hands of a watch as seen from above ; call a moment 
negative if it tends to produce rotatfon in the opposite direction 
around the folcrum. 

86. Xoment of a Force.— Eyen if one set of three con- 
ditions is found which will apply to all the cases of Exer- 
cises XIV and XV, a still briefer form of these conditions 
can be written, if we become familiar with the idea of what 
is called the moment of a force, and make use of algebraic 
terms to a very slight extent. The moment of a force may 
be dejfined, in general terms, as the tendency of that force 
to turn or rotate the body to which it is applied about some 
selected axis. We will therefore consider at this point the 
difference between those forms of motion which are called 
respectively translation and rotation, 

87. Definitions of Translation and Botation; Examples. — 
Motion of translation is motion from one place to another; 
rotation is spinning or whirling motion. An ice-boat, sail- 
ing straight forward on the ice, or an ordinary hotel-ele- 
vator moving vertically upward or downward on its guides, 
illustrates motion of translation in a straight line.* The 

* In either of these cases if we take into account the earth's mo- 
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revolation of a fly-wheel or of a circular saw illustrates 
well the properties of rotation uncombined with motion of 
translation^ while a top which is spinning and meanwhile 
travels about, or a moving car-wheel, furnishes an example 
of combined translation and rotation. 

The characteristic feature of pure motion of translation 
is that every point of the moving object travels in a straight 
line. If we suppose the body not to change its shape during 
translation, all straight lines rigidly connected with the 
body will remain parallel to their original direction during 
translation. Suppose a right cylinder to have a number of 
parallel straight lines ruled on its convex surface, at right 
angles to the bases, and suppose a number of other lines to 
be ruled on the bases. If the cylinder is rolled along on a 
perfectly level surface, the ruled lines on its convex surface 
will at all times remain parallel to their original direction, 
but those on the ends will successively form all kinds of 
angles with their original directions. The only way in 
which the parallelism of every line with its original direc- 
tion could be maintained, with the cylinder in motion, 
would be to slide the cylinder without allowing it to roll or 
its axis to change its direction. 

If a body rotates in such a way that some straight line 
drawn through it does not change its position, this line is 
called the axis of rotation. Frequently the axis of rotation 
is outside the body itself, being a line so placed that if the 
body were rigidly connected with it the line would not have 
to change position in consequence of the motion of the 
body. Thus, if we regard our earth as being at rest and 
the moon as revolving in a circular path about it, turning, 
as the moon does, always the same face toward the earth, 
the axis of the moon's rotation is a straight line passing 

tions, the motion of the object in question through space would 
describe a complex curve. 
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through the centre of the earth and at right angles always 
with the straight line connecting the centre of the earth 
with that of the moon. Previous every-day experi- 
ence will perhaps have taught every student that the 
effectiveness of a force in producing rotation about a 
given axis depends not merely upon the magnitude of the 
force, but also upon the distance of the line of the force 
from the axis of rotation, increasing as this distance in- 
creases. In fact, as we shall presently see, the importance, 
or mornent. of a force with reference to rotation about a given 
w axis, or the measure of the value of the 

force for the production or prevention of 
rotation about the given axis, is obtained 
by multiplying the number representing 
the force by that representing the perpen- 
dicular distance between its line of direc- 
tion and the axis of rotation. Let the line 

^1 P, Fig. 27, represent a certain force, and let 

be the point where the required axis 
of rotation, perpendicular to the paper, 
is cut by a perpendicular drawn from the 
line of P, extended if necessary. Then 
F X OL is called the eminent of F with 
reference to the given axis through 0. Mo- 
ments whose tendency is to produce rota- 
tion in the same direction with the hands 
of a clock, clock-wise rotation, we shall call 
FIO.S7. positive, and those of opposite tendency 
negative. In Fig. 27 the moment of P is negative. 

88. Illustrations of Moments. — In order to become 
familiar with moments and to test the truth of the asser- 
tion that the moment of a force, calculated according to 
the directions just given, measures the tendency of the 
force to produce rotation, we will consider one or two 
simple cases. The student will recognize these as being 
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cases of equilibrium of parallel forces (§ 83), and will see 
whether the idea of moments can be successfully applied in 
them. The first case is defined in Fig. 28^ in which 

lO 



it 



Fia. 8& 



PQ = QR = 2. This being a case of equilibrium, the 
given forces produce no translation and no rotation. If an 
axis perpendicular to the plane of the forces were put 
through the line PR at any point, there would still be no 
rotation and yet in this case any one of the given forces, 
taken alone, would in general tend to turn the body to 
which the forces are applied about the axis. Now since 
the forces, taken together, do not produce this rotation, it 
must be that their several rotative influences neutralize 
each other, and if what has just been asserted (§§ 86 and 
87) concerning moments is true, the algebraic sum of the 
three moments, calculated with respect to the given axis, 
must be zero. 

Imagine, for instance, the axis to pierce the point Q. 
The moments, calculated with respect to this axis^ are 



- (5 X 2) = - 10 

10 X = 

+ (5 X 2) = + 10 



= 0. 



100 



psratca. 



Let the axis pass through the point P. Then the moments 
are 

5X0 =0 ) 

- (10 X 2) = - 20 V = 0. 
+ ( 5 X 4) = + 20 ) 

Take the point R. The moments become 

- ( 5 X 4) = - 20 ) 

+ (10 X 2) = + 20 I = 0. 
5X0 = O) 

Take a somewhat less simple case of eqailibrium, repre- 
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sented in Fig. 29. With respect to P^ 


Hre have the moments 


8X0= ] 




- (12 X 3) = - 36 I 


• =0. 


+ (4x9) = + 36) 




With respect to Q, 




- (8 X 3) = - 24 ] 




12 X = I 


= 0. 


+ (4X6) = +24) 




With respect to R, 




- ( 8 X 9) = - 72 ] 




+ (12 X 6) = + 72 ^ 


= 0. 






4X0 = 
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But we need not confine the axis to positions indicated by 
Py Q, or R, If we should put an axis anywhere else 
through the line PR, perpendicular to the plane of the 
forces, there would be no rotation about it, and the alge- 
braic sum of the moments calculated with respect to it 
must be zero, if moments have the significance that is 
claimed fo^ them. Let us therefore, in the case shown in 
the last figure, imagine an axis perpendicular to the plane 
of the forces to pass through this plane at a point lying in 
the extension of PR at a point jS^ at a distance I to the 
right from R. The moments with respect to this axis are 

- [ 8 X (9 + 0] = - '5'^ - 8n 

+ [12 X (6 + Z)] = + 72 + 12/ 1=0. 

- (4x0 = - 4/) 

Now as I can have any magnitude, and can be either nega- 
tive or positive, without destroying this equation, it is 
shown that with the given system of forces the algebraic 
sum of the moments is zero for all axes, perpendicular to 
the plane of the forces, that pierce the line PR or its 
extension. 

But imagine an axis to pass in the same direction through 
a point T at a distance w from S^ on a line drawn from 8 
parallel to the forces. The moments with respect to this 
axis are, as a little consideration of the definition of 
moments will show, precisely the same as the moments 
with respect to the axis through 8. Now as w, like I, may 
have any magnitude and be either positive or negative, we 
see that the algebraic sum of the moments of the given set 
of forces is zero with respect to any axis whatever perpen- 
dicular to the plane of the forces. If we were to try other 
sets of three parallel forces in equilibrium we should find 
the same statement to be true of all of them. This state- 
ment, therefore, expresses a necessary condition of equilib- 
rium for such cases. 



102 PE78IGB. 

89. Bestatement of Conditions of Equilibriun. — ^We can 

now replace the set of three conditions suggested in § 83 
by a set of two conditions only. The first one of the three 
can be put into the following form : 

1) The algebraic sum oftheforceSy those in one direction 
being called positive and those in the opposite direction 
being called negative, must be zero. 

The second and third conditions of the first set are cov- 
ered by the following condition concerning moments: 

2) The algebraic sum of the moments of the forces, taken 
with respect to any axis tahatever, perpendicular to the plane 
of the forces, is zero. This second condition really com- 
prises the firsts and is alone sufficient to cover the whole 
ground, but it is convenient to have the first one expressly 
written out. 

The argument thus far has merely gone to show that 
every set of three parallel forces that is in equilibrium ful- 
fils these two conditions. If the student will take set after 
set of three parallel forces not in eqtiilibrium, he can soon 
convince himself of the additional fact that no such set of 
forces can fulfil these same conditions. 

90. Application to Cases of More than Three Parallel 
Forces. — ^This set of conditions, like the one first suggested, 
has been written for cases of equilibrium of three parallel 
forces in one plan^, but, unlike the first set, it will be 
found equally applicable to cases of equilibrium of any 
number of parallel forces in one plane. To illustrate its 
use let us find the equilibrant, and so the resultant, of the 
set of forces described in Fig. 30. 

We will call forces acting downward on the page posi- 
tive and those acting upward negative. Then we must, in 
order to give the proper signs to the moments, call distance 
towards the right positive, towards the left negative. 

Applying condition 1), we find, x being the magnitude of 
the equilibrant. 
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a; + 4— 6 + 8 — 10 = 0, or x= +^y a downward 
force. 

In applying condition 2) let us first calculate the 
moments with respect to an axis through the point P, 
We shall have 

4x0= 0^ 
(- 6)x(+2) = -12 
(+ 8)X(+4) = + 32}.=0; 
(- 10) X (+ 6) = - 60 
(+ 4)xy = 4y 

the last being the moment of the equilibrant at an un- 
known distance, y, from P, We thus find 4y = + 12 — 
32 + 60 = 40 and y = 10, to the right from P. 



CL. 
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Suppose we were to choose R as the point for the 
imagined axis to pierce. We should have 

(+ 4)x(-4) = -16] 

(- 6)x(-2) = + 12 

(+ 8) X = I = 0. 

(- 10) X (+ 2) = - 20 

(+ 4) X (yO = 4/ 

Then 4y' = + 16 - 12 + + 20 = 24, or y' = 6. 
But 6 to the right from R is equal to 10 to the right 
from P, so that the result reached is the same as before. 
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Let OB now take the point T as the intersection of the 
plane by the imagined axis. 
The moments are 

(+ 4)x(-12) = -48^ 
(- 6) X (- 10) = + 60 
(+ 8)X(- 8) = -64 }.=0. 
(-10)X(- 6) = + 60 
(+ 4)Xy^' =+4y" 

Whence 4y'' = 48 - 60 + 64 - 60 = - 8, and y" = - 2, 
which gives the same point of application for the resultant 
that has been fonnd before. In fact, the resalt will be 
precisely the same whatever point in the plane is chosen to 
mark the position of the axis. With the " checker-board *' 
rolling on marbles the class shonld test this result, deter- 
mining whether the equilibrant, as found by calculation^ 
does really balance the original set of forces. The result- 
ant is at once known as soon as the equilibrant is found, 
being simply an equal bat opposite force applied at the 
same point 

91. Calculation of Moments in Exercises ZIY and ZV. — 
The student should at this point calculate the moments 
required in the last paragraph of Exercise XV. The 
balance-readings, properly corrected, stand for the forces; 
the spaces between the holes on the board may be taken as 
units of measure in reckoning the distance from the line 
of application of the force to the centre of moments^ that 
is, the point with respect to which the moments are 
reckoned. The word fulcrum as used in Exercise XV 
may be taken as equivalent to centre of moments, or axis of 
rotation. 

92. Cases of Straight Levers. — In many practical cases 
of parallel forces in one plane there is a certain fixed axis 
about which alone rotation will occur, if it occurs at all. 
Such a case may be that of a crow-bar used to pry up a 
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weight, a pair of nut-crackers, a pair of tweezers, etc. 
Such instruments are classed in mechanics under the head 
of straight levers, or combinations of such lerers. The 
axis about which rotation may take place is called the 
Julcrum, or pivot. In studying the laws of levers it is 
most conyenient to consider cases of equilibrium, and the 
fulcrum, or pivot, is to be regarded as applying one of the 
forces necessary for equilibrium. We will consider a case 
as an example. Let a rod be balanced in a horizontal 
position upon a supporting pivot. If a weight of 8 lbs. 
be suspended from the rod at a point 2 feet from the 
pivot, find the magnitude and point of suspension of a 
second weight that would balance the first. (The weight 
of the rod itself is not to be considered.) 

The moment of the first force with respect to the given 
pivot is (8x2) = 16. We will suppose this to be a posi- 
tive moment. The force, whatever its magnitude, which 
is applied to the rod by the pivot, has no tendency to turn 
the rod upon the pivot. The second weight must be such, 
and must be so applied, as to have a moment of —16; and 
any weight so applied as to have this moment will make 
equilibrium, for the equality of the moments, positive and 
negative, insures that the forces shall produce no rotation 
upon the pivot, and the upward push of the pivot will just 
balance the downward force of the weights, thus prevent- 
ing the force from causing translation (§ 87). The sec- 
ond weight may be, for instance, 4 at a distance of 4 to the 
left from the pivot, or 2 at a distance of 8 to the left etc. 
In the first case the force which the pivot must exert is 
(8 + 4) lbs., in the second case (8 + 2) lbs. The varia- 
tions of the force at the pivot in accordance with the 
variation of the other forces is a feature of the case which 
students are apt to overlook. It explains various puzzles, 
^ such as we shall find in the next article. 

93. MomentB of Coiiple8.~Let one force of 8 lbs. down- 
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ward be applied to the horizontal rod at a point 4 ft. to 
the right from the pivot, and another force of 8 lbs. upward 
be applied at a point 4 ft. to the left from the pivot. 
These two forces constitute a couple, and we have learned 
(see § 84) that a couple cannot be neutralized by a 
single force. Suspend from the rod, however, at a point 
2 ft. to the left from the pivot a weight of 32 lbs. Now 
calculate the moments with respect to the pivot. We have 



(+ 8)x(+4) = + 32 
? - 8) X (- 4 = + 32 
( + 32) x(--2) = -64 



= 0. 



There will therefore be no rotation and, if the pivot can 
bear the load, no translation. We seem to have balanced 
a couple by means of a single force. A moment's thought, 
however, shows that the pivot is now bearing a load of 32 
lbs. In other words, the pivot pushes up against the rod 
with a force of 32 lbs. We really have, therefore, when 
equilibrium is secured, one positive couple consisting of 
two 8 lb. forces 8 ft. apart, and one negative couple con- 
sisting of two 32 lb. forces 2 ft. apart. We have one 
couple balanced by another couple. If instead of the 32 
lbs. 2 ft. from the pivot we had suspended 16 lbs. 4 ft. to 
the left from the pivot, the pivot itself would have borne a 
load of 16 lbs., and we should thus have a negative couple 
consisting of two 16 lb. forces 4 ft. apart, making equi- 
librium with the positive couple of two 8 lb. forces 8 ft. 
apart. In fact, whatever single. weight we add making 
equilibrium with the first two forces of 8 lbs. each, we 
shall find that the pivot in consequence of the addition 
exerts a force equal to this weight, and that the equilib- 
rium is really due to tlie conflict of two equal but opposite 
couples. The cases just detailed can be tested by means of 
spring-balances and the checker-board, Fig. XII. 

In order to examine further the characteristics of couples. 
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let us imagine the two 8-lb. forces to be moved any 
unknown distance I towards the right without change of 
direction, the distance between them, which is called the 
arm of the couple, remaining unchanged. The moment 
of the couple with respect to the pivot will now be 

(/ - 4) X (- 8) = - 8Z + 32 f - + ^*- 

Had we moved them any unknown distance m to the left, 
we should have 

(_ ^ _ 4) X (- 8) = + 8w + 32 J "" ^ ^*' 

Taking any new points of application in the lines of the 
forces would, as we know (§ 88), make no difference in 
the moment of either force. We conclude, therefore, that 
the moment of a couple with regard to any axis perpen- 
dicular to the plane of the couple is equal to the product 
of the number representing one of the forces by the number 
representing the arm of the couple, and is not at all depend- 
ent upon the location of the axis, provided this is perpen- 
dicular to the plane of the forces. This statement may 
well be experimentally tested to a certain extent by means 
of the torsion apparatus of Exercise IV. 

94. Parallel Forces not lying in One Plane. — We have 
now discussed pretty fully the laws of parallel forces in one 
plane,^ but in very many cases we have to do with parallel 
forces not lying in one plane. For instance, the earth's 

* Strictly there are no real cases in which a number of forces lie 
in one plane. In fact no one force exerted upon the strings that are 
used in the preceding exercises lies in one plane, for every string has 
dimensions in all directions. In using the phrase, farces lying in one 
plane, we have meant forces lying between closely adjacent parallel 
planes, each force being symmetrically placed with respect to the 
two planes. We shall continue to use the phrase with the same 
meaning as before. 
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attraction for any body of ordinary size consists practically 
of such forces. The matter is, therefore, important. 

It is easy to see how the resultant of any set of parallel 
forces may be found, if they haye a resultant. Any two of 
the forces lie in the same plane with each other. Find the 
resultant, then, of any two of the forces and replace the 
two by this resultant, thus diminishing by one the number 
of forces to be considered. This process continued will 
yield at last a single force, the resultant, or a couple 
(§ 84). 

For studying the moments of parallel forces not in one 
plane one may use a common roUing-pin, mounted by its 
handles, in a horizontal position, in suitable well-greased 
bearings, a number of wooden rods six or eight inches long 
for attaching weights being set into the body of the roller 
at right-angles with the axis. 

96. Exercise XVI. — In connection with Exercise XII 
we considered the case of several forces in one plane all 
meeting at the same point. In exercises XIV and XV we 
considered the case of several forces in one plane all paral- 
lel to each other. In the exercise which follows we shall 
consider experimentally the case of several forces all in one 
plane but not all parallel, being grouped in two sets which 
make right angles with each other. We might work out 
the laws for such a case from the experiments and discus- 
sions that precede, but it is better to reach them by more 
direct methods. The case (see Problem, p. 125) is of great 
practical importance, as will presently be seen. 

EXERCISE XVI. 

FORCES IN ONE PLANE BUT NOT ALL PARALLEL. 

[Lodge, Arts. 126 and 127.] 

Apparatas : The same as in Exercises XIV and ZV, bnt with 
one more spring-balance. 

Make at least three cases of equilibrium, with four spring-bal- 
ances in use at once, pulling in four different directions, varying 
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the oonditioM as widely aa practicable, bnt in all eases applying 
the forces along the lines marked on the board. 

Record as in ESzercise XIV. 

Compare the magnitudes of the forces in each case of equi- 
librium. Is there any fixed relation between tiie magnitude of tiie 
force north and that of the simultaneous force south? between 
tiiat of the force east and that of the force west ? between that of 
the force north and that of the force east ? etc 

Calculate in at least one of the cases of equilibrium the moments 
of the various forces with respect to some one of the pegs used 
and compare the sum of the positive moments with the sum of the 
negative moments. Do the same with respect to each of the other 
pegs used in this case of equilibrium and with respect to one or 
two other points on the board. State carefolly any general laws 
inierred from the exercise. 

96. Inferences from Exercise XVI. — The "general laws^' 
to be inferred from this exercise include a statement of 
the conditions of equilibrium. Probably the most useful 
form of such a statement is that which resembles as closely 
as may be the set of conditions for the equilibrium of par- 
allel forces that is given in § 89. 



Questions and Problems. 

1. Make a tabular view of the conditions of equilibrium 
for all the cases of equilibrium discussed in Chapter V, 
classifying them as follows: 

I. Two forces. 
II. Three or more forces. 

(a) Passing through a point 

\h) Parallel. 

(c) Acting at different points and in different 
directions. 

2. Find the resultant of a force ^ of 5 kgms. and a force 

B of 12 kgms., acting at right angles to each other. N '^ 

3. Construct a diagram and thus find the resultant of 
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two forces^ ^ of 5 kgms. and ^ of 8 kgms.^ acting at an 
angle of 60° with each other/ 

4. Fonr forces act on the same point 0, and with the 
following directions: A north, B east, C south, I) west. 
A> 0; B> D. Express in letters the value of the re- 
sultant. What is its general direction? 

5. Besolve a force of 100 kgms. into two components 
acting at right angles to each other, one being twice as 
large as the other. 

6. A loaded freight-car weighs 25 tons. It is held at 
rest on a track whose grade rises 1 ft. for every 200 ft. 
of horizontal distance. What force parallel to the track is 
needed to hold the car in place, the effect of friction being 
neglected? 

7. Show by constructing the triangle of forces whether 
the three forces 

^ (= 5 kgms.), 5 (= 6 kgms.), C (= 12 kgma), 

can balance each other. 

8. State the points of similarity and of difference be- 
tween an equilibrant and a resultant. 

9. If the angle OOD, in Fig. 22, is of 30% find the use- ^ 
ful component of a pull of 400 kgms. in the direction 00, ^ 

10. Define the "moment of a force.'' A force of 5 
lbs. and a force of 10 lbs. are applied in parallel but 

1 The student should use a protractor and a scale of equal parts, or 
find the angle of 60** by constructing an equilateral triangle. The 
instructor can, in case of any construction similar to the foregoing 
one, test the accuracy of the student's work by calculating the value 
of the required resultant by use of the following formula : 

ir» = i» + ^ + 2PC cos a. 

R is the resultant, P is one force, Q the other, and a the angle 
between the forces. It is important to notice that lor obtuse angles 
the sign of the cosine will be negative. 
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opposite directions to a straight rigid bar^ the distance 
between the points of application being. 8 feet. What is 
the magnitude, direction, and point of application of a 
third force that would neutralize the effect of these two? 

11. When any number of forces are acting upon a 
pivoted body, what is the necessary condition for their 
causing no rotation ? 

12. When a body is subjected to forces in one plane only, 
what conditions must be fulfilled in order that the body 
may neither slide nor turn? 

13. If a carriage-wheel is resting upright upon the 
ground and is prevented from slipping at the bottom, how 
great a force applied horizontally at the top will just neu- 
tralize a force of 50 lbs. applied horizontally in the 
opposite direction at the centre of the wheel ? 

14. Let the board used in Exercises XIV, XV, XVI be 
placed with the lines 1-7, 8-14, etc., east and west. 

{a) Let a force of 10 lbs. north be applied at point 28, 
and a force of 15 lbs. south be applied at point 26. Tell 
the direction, magnitude, and point of application of a 
third force that would just balance the first two. 

(J) Let a force of 10 lbs. north be applied at point 
28, and a force of 10 lbs. south be applied at point 26. Tell 
the direction, magnitude, and point of application of a 
third force that would just balance the two. 

15. Where is the axis of rotation (§ 87) in the wheel of a 
moving carriage ? 

16. The forces P and Q, extending in the same direction, 
balance each other when applied at perpendicular distances 
Jf and iV'from the axis of rotation. Express the ratio of 
P and Q in terms of Jf and N. 

17. Suppose in Pig. 30 all the forces to be in the same 
direction. Find (a) the amount of the resultant; {h) its 
point of application. 

18. Suppose in the same figure everything to remain a? 
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there shown^ save that the force applied at S must haye such 
a magnitude as to make the resultant 20. (a) What must 
be the magnitude of the force applied at fi^ ? {b) Where 
must the resultant be applied ? 

19. Construct a diagram for four forces, acting in four 
different directions, not producing equilibrium, and prove 
that equilibrium is impossible with the forces as given. 

20. In driving a wood-screw with an ordinary screw- 
driver, (a) Show that the forces by which it is driven con- 
stitute a couple, (ft) By what other couple or couples is 
this one opposed ? (c) What happens when the opposing 
couples are equal ? {d) Which couples have a positive and 
which a negative moment ? {e) Why is a screw-driver with 
a very broad handle best for driving large screws ? 

21. Show how the principle of resolution of forces and 
the principle of the couple need to be applied to explain 
the action of a windmill.' 

22. Suppose a bullet to be suspended by a very long and 
perfectly flexible thread. 

{a) What two forces hold the bullet in place ? 

(ft) Do these forces help or hinder, at the start, the 
action of a horizontal force applied to the bullet ? 

(c) Suppose it possible to remove a body from the in- 
fluence of all forces but one; would that one produce more 
effect upon it than if the body were all the time subjected 
to a set of additional forces making equilibrium with each 
other? 

23. Construct a diagram to show how equilibrium is 
secured in the case of a fishing-line, with a heavy sinker, 
dropped into a swift-flowing stream and allowed to move 
down-stream until the line stops it. (Neglect the action 
of the water on the line but consider the action of the 
water on the sinker.) 

> Tof windmills illu^lrote the principles perfectly well. 
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^ 24. A child is seated in a swing which is drawn forward 
from its position of rest and held motionless by a cord. 
Make a diagram to show the number and direction of the 
forces engaged, then assume that the child's weight is 50 
lbs., and find by means of your diagram the magnitude 
of the other forces. 
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CHAPTER VI. 



GRAVITY AND THE CENTRE OF GRAVITY. STABILITY. 
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97. Direction in which Gravity acts.— Frequent allusion 
has been made in the preceding pages to the force of 
gravity, and its familiar tendency to draw all objects 
towards the earth has been assumed to be known by 
the student. The direction of gravity may be found 
by means of a plumb-line. Fig. 31, and such a line 
will always be found to point, nearly towards the 
centre of the earth. The line OP, or OCy passes 
through the centre of the plumb-bob P, and shows 
the line of direction in which gravity acts upon the 
bob taken as a whole. 

Since the earth is nearly spherical, no two plumb- 
lines on the same hemi- 
sphere could be precisely 
parallel, except in cases 
where local disturbances of 
the direction of gravity are 
caused by the neighborhood 
of mountains, etc. Plumb- 
lines far apart are in 
general very dijfferent in 
direction, as is shown in 
Fig. 32. On account of 
the magnitude of the earth, 
however, the lines of di- 
rection of gravity acting 
upon the different parts of all ordinary objects form 




Fig. 2SL 
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with each other angles too small to be measured; that 
is, they are practically parallel. The action of gravity 
npon bodies, therefore, gives rise to a large and important 
class of problems upon parallel forces. 

SS.Centre of Gravity. — Since gravity must be supposed 
to act upon every particle of a body, it is clear that the 
total effect of gravity upon any object is the resultant of a 
very great number of parallel components. The point of 
application for this resultant, or the centre about which, 
as a point of support, a body will balance in any and all 
})Ositions, is called the centre of gravity. 

It is an easy matter to find approximately by experiment 
the location of the centre of gravity. If a slender cylinder, 
such as a knitting-needle, is, after a series of trials, made 
to balance across a knife-edge, it is plain that the centre of 
gravity must lie in the centre of that cross-section of the 
needle which is vertically above the knife-edge. If a flat 
piece of card-board can be balanced on the point of a 
needle or a pin, in this case the centre of gravity lies 
half-way between the two surfaces of the card-board, verti- 
cally above the point of the needle. In a body which is of 
uniform density throughout the centre of gravity and 
centre of figure coincide; that is, the centre of gravity of a 
sphere is at its centre, that of a right cylinder is at the 
centre of its axis, that of a cube is at the intersection of 
its diagonals, and so on. 

99. Determination of Centre of Gravity by Plumb-line.— 
Such an object as a sheet of writing-paper, of card-board, 
or of ordinary rolled zinc may safely be assumed to have 
a nearly uniform thickness throughout. If the shape of 
such an obj'ect is a regular figure, as a regular polygon, it 
is a simple matter to find its centre by geometry. If the 
shape is irregular, the centre of gravity may still be easily 
found by means of the plumb-line. Suppose the irregu- 
lar piece of card-board ABC, Fig. 33, is to have its centre 
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of gravity ascertaiued. At any point, 0, not near the 
^ centre of ABC, thrust through the 

card-board a fine needle, and hang from 
the needle a plumb-bob P by means of 
a slender thread. Work the needle 
) I about at in the card-board until the 

j/ I latter swings with perfect freedom 

/ I about the needle as an axis. Hold the 

/ /c needle so as to allow the card-board and 

the plumb-line to swing fi-eely, then 
grasp the thread where it crosses the 
margin of the card-board at Z>, and trace 
with a pencil the course of the line OIK 
w This line is the line of direction of the 

Fio. 88. resultant for the forces due to gravity, 

acting on the several particles of 
^5 (7 in their present position. Now repeat the experi- 
ment, choosing a new position for 0, and trace the line of 
direction. The point where the two lines of direction 
intersect will mark the position of the centre of gravity, or, 
more exactly, the latter is half-way between the two sur- 
faces of the card-board, on a line drawn through the point 
of intersection and perpendicular to the surfaces of ABC. 
The expressions ^^ centre of gravity of a line," "centre of 
gravity of a surface" etc., when they are met with in 
books on mechanics, may be interpreted to mean centre of 
gravity of an extremely slender cylinder, of an extremely 
short parallelepiped, etc. 

100. Stability. — When we speak of the stability of an 
object resting upon a supporting surface, we usually have 
in mind the angle through which it must be tilted to over- 
turn it. Stability depends upon two factors, the area of 
the base upon which the body rests and the height of the 
centre of gravity above the base. In illustration of the 
influence of the area of the base, compare the angle trav- 
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ersed by the centre of gravity of a square prism, A, Fig. 34, 
1 em. square and 10 cm. long, stood on end and then over- 
turned, with the angle traversed under similar conditions 
by the centre of gravity of a decimeter cube, B. The block 
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A will not of itself overturn until after its diagonal AF 
has passed the vertical position which it has in the figure. 
In the same way B will of itself overturn only after BG 
has passed the vertical position. For an overturn the 

JL B 
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block A has to be tilted only through the very small angle 
EFCy while the block B has to be tilted through an angle 
HOC of 45°. In order to show the influence of the height 
of the centre of gravity on stability, suppose a heavy iron 
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nut, with a hole 1 cm. or more in diameter^ to have a cylin- 
drical piece of wood inserted in it. When the nut is near 
the supporting surface^ as shown in A, Fig. 35, the stability 
will be considerable; when the nut is near the upper end of 
the sticky as in B, the stability will be very slight. 

The common term top-heavy y applied to objects like By 
well expresses the actual reason of their instability. 

101. Kinds of Equilibrium.— Bodies are said to be in 
stahUy in unstable, or in neutral equilibrium according to 
their behavior upon being tilted or displaced through an 
extremely small angle. If they tend to right themselves, 
that is, to return to their first position, their equilibrium is 
stable. If they tend to become overturned, their equilib- 
rium is unstable. If they remain indifferently wherever 
placed, their equilibrium is neutral. A single solid, the 
cone, in different positions illustrates all three kinds of 
equilibrium: resting on its base (on a level surface) it is 
stable; on its apex, unstable; on its convex surface, neu- 
tral. 

A simple diagram (which the student can construct for 
himself) will serve to show that the displacement, or tilting 
through a small angle, alluded to in the preceding section, 
leaves, in the case of stable equilibrium, the line of direction 
of the earth-pull from the centre of gravity downward, well, 
inside the boundary of the base; in the case of the unstable 
equilibrium throws the line of direction outside the 
boundary of the base; and in the case of neutral equilib- 
rium leaves the line of direction unchanged in its relation 
to the base. In estimating the size of the base of an 
object it must be noticed that the base consists of the 
whole area included by straight lines which connect the 
adjacent points of the boundary of the support, two by two. 
For instance, the base of a three-legged stool, or a tripod- 
support for a photographer's camera, is a triangle, of which 
the foot of each leg forms a vertex. 
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If the plane surface on which a body rests is inclined, 
the condition of the object as regards stability may be 
changed. A sphere, for instance, on an inclined plane is 
no longer in equilibrium, because the line of direction falls 
outside of the base. 

102. Practical Applications. — Regard should be had to 
the principles of stability in very many practical operations, 
as, for example, in the work of the engineer, the architect, 
the carriage-maker, furniture-manufacturer, and the car- 
builder, and in such operations as loading vessels, freight- 
cars, or wagons. In very many constructions the effort is 
made to secure stability by the use of a large base and, if 
practicable, by using the heaviest of the materials employed 
near the bottom of the structure. Perhaps the most re- 
markable instance of stability and comparative lightness in 
a tall structure is to be found in the case of the cele- 
brated Eiffel tower at Paris. In this in- 
stance additional power of resistance to 
transverse forces was attained by planting 

• the base of the structure in the ground. 

103. Stability of Suspended Bodies. — Since 
the centre of gravity is subject to a constant 
tendency towards the earth^s centre, it is evi- 
dent that an object W hung from a point 0, 
Fig. 36, about which it may swing freely, will 
be in stable equilibrium when the centre of 
gravity of W falls in the line OG' which rep- 
resents the direction of one of the earth's \}^ 
radii. PF', then, is the position of rest for [ 
the weight when left free to settle. The | 
plumb-line and the pendulum illustrate this j 
principle. j 

104. Centre of Buoyancy : Stability of Float- ^ 

ing Bodies. — In a body of liquid at rest any fio. ae. 
portion not at the bottom may be regarded 2^ floating in 
the remainder. 
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The liquid pressure against any body wholly or partly 
submerged depends upon the shape and position of the 
submerged part, but does not depend upon its kind of 
material. The resultant of the liquid pressure against 
the submerged part, whatever its density, is a force up- 
ward through what would be the centre of gravity of this 
submerged part if it were of the same density as the 
liquid. This point is called the centre of gravity of the 
displaced liquid, or the centre of htioyancy. 

When a floating body, for instance the hull of a vessel, 
is in equilibrium, the centre of buoyancy lies in the same 
vertical line with the centre of gravity of the body. When 
the vessel rolls, the upward push of the water and the pull 
of gravity constitute a couple which tends to right the 
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vessel. It is an interesting fact, which the student can 
verify for himself by floating a light board, that a floating 
body may be in very stable equilibrium with the centre of 
gravity above the centre of buoyancy, and even above the 
surface of the liquid. The fact is in such cases that when 
the body is tipped, the centre of buoyancy, owing to the 
change of figure of the displaced body of water, moves in 
the direction of the tipping more rapidly than the centre 
of gravity, as Fig. 37 will show, g being the centre of 
gravity and ft the centre of buoyancy. 
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105. EXERCISE XVII. 

CENTRE OF GRAVITY: INFLUENCE OF THE WEIGHT OF A LEVERJ 
[Worthington, Exp. 5, p. 89. Lodge, Artg. 118, 119, 182>135.1 

Apparatus : The two boards described in Ezs. XIV and XVHL 
Two iron weights, about 4 and 8 lbs. respectively. (Safety-valve 
weights, which cost four or five cents a lb., are most convenient 
for this purpose, as they have a handle in which is a slot, which 
makes it easy to suspend them.) A lead-penciL A meter-rod. 

Drive a nail into each end of the long board. Weigh the two 
boards together and each of the iron weights. Lay the long board 
flat on a table with one end prqjecting slightly beyond the edge 
of the table. Hang the smallest weight upon the nail in this end 
of the board. Lay the square board on the other end of the long 
board, keep it always in the same place, and regard the two hence- 
forth as one body. Put now the lead-pencil, reaching straight 
across the board, between the board and the table to serve as a 
fulcrum, in such a position that the board as now weighted will 
balance, as nearly as may be, upon it. Considering the weight of 
the iron ball as one downward force and the weight of the lever 
(the two boards together) as the other downward force, find, by 
appl3^ing the teachings of Ex. XIV, at what distance from the 
fulcrum the weight of the lever, if applied at a single point, would 
have to act in order to produce the state of equilibrium that is 
observed. Mark on the board the point thus designated. Record 
in the note-book the distance of this point from the fulcrum and 
the distance of the fulcrum from the point of suspension of the 
iron weight. Then use the other iron ball and proceed as in the 
case Just described. If time permits, try a case in which both the 
iron balls are used at once, the nails at both ends of the board 
being brought into service. Finally remove the balls and balance 

* The student is expected to obtain the idea of the centre of grayity 
by means of familiar experiments with suspended card-board, etc. 
(Trowbridge, Exps. 53 and 54. Worthington, Exp. 1, p. 101.) 
The case of the lever is, however, so different in appearance from 
that of the suspended card-board that it may well be treated b}*^ 
itself. By performing this experiment with the lever the student 
will acquire a confidence in using the idea of centre of gravity which 
he might otherwise fail to get. 
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the lerrer alone, thus finding in what croMHiection of the lever its 
centre of gravity lies. Record in the note-book. Consider now 
from the whole course of this experiment whether the weight of 
the lever has or has not in all cases acted as if applied at the cen^ 
tre of gravity of the lever. 

(Instead of the two boards mentioned above, the wooden sup- 
port-stand described in Bz. VI may be used with mnch advan- 
tage, the rod being placed horizontal and the weights being 
suspended from it at any point by means of a loop of wire or 
string.) [See Fig. Zm.] 
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In this exercise the student is advised to make all his 
measurements from one end of the lever instead of from 
the fulcrum, the position of which varies from one case of 
equilibrium to another. These distances may be made and 
recorded for several cases of equilibrium before any calcu- 
lations are made. Then in the calculations the student 
should determine for each case of equilibrium how great a 
pressure is exerted upon the lever by the support, and 
should consider the moment of this force with the moments 
of the others, taking for the axis of moments a line through 
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that end of the lever from which the distances have been 
measared. 



Questions aktd Problems. 

*^ 1. Show by diagrams that a brick laid on a table-top may 
have three positions^ one of greatest, one of least, and one 
of medium stability. (Disregard the scarcely possible case 
of balancing it upon an edge or corner.) 
-2. Show whether the apparatus of Exercise XVII, when 
supported on its fulcrum, was in stable, unstable, or neu- 
tral equilibrium. How would the equilibrium have been 
affected by fastening a weight to each end of the lever by 
means of a rigid rod leading downward ? 

3. A telegraph-pole is made of three hollow iron cylin- 
ders joined end to end. Each cylinder is 3 m. long. The 
lowest weighs 200 kgm., the middle one 100 kgm., and 
the uppermost 50 kgm. Find the centre of gravity of the 
pole. (See last paragraph in § 105.) 

^ 4. A spherical ball is put into a V-shaped trough, slanted 
so that the ball rolls down. Supposing the effect of the 
earth's attraction to be applied to the centre of the ball, 
show why the conditions for equilibrium are not fulfiilled. 

5. A cube of wood 10 cm. on each edge and of specific 
gravity 0.5 is covered on one side by a plate of metal 10 
cm. square and 1 cm. thick, of specific gravity 5. How 
far from the outer surface of the metal plate is the centre 
of gravity of the whole ? 

6. Show what forces are at work to maintain equilibrium 
in the case of a vessel heeling (tilting) over somewhat 
under the action of a wind which blows at right-angles to 
her course. 

7. A board ^^, 3 m. long and 30 cm. wide, weighs 
5 kgm. On the end Ay just flush with the end and the sides 



124 PHYSICS. 

of AB, is placed another board 30 cm. sq., whose weight 
is 1 kgm. 

(a) Find the centre of gravity of the combination. 

{b) Find what weight must be liung from the end B to 
bring the centre of gravity to the middle of the pine 
board. 

8. ABCDy Fig. 38, is a beam projecting horizontally 
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from a wall. What is the state of stress of the fibres of 
the beam at the section AD? We may, as Ex. XVII has 
shown, regard the whole weight of the projecting part of 
the beam as applied at 0, the centre of gravity of this part. 
We will call this weight W. We know that in order for 
this part of the beam to be supported an upward force 
equal to W must be applied to it. Where can this force be 
applied ? It must be applied at the section AD, for this is 
the only place where anything, the air excepted, touches the 
outer beam. We have, then, a downward force iFT applied 
at and an equal upward force applied at the section AD. 
This constitutes a couple having a positive moment. It 
must be neutralized by a couple having an equal negative 
moment. Where is this couple to be found ? Only at the 
section AD, A tension of the fibres in the upper part of 
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this section and a pressure of those in the lower part will 
produce such a couple^ and this is the state of things that 
we find (§§ 17 to 21). The fibres tend to pull apart at 
the top of the beam and tend to be crushed and squeezed 
out at the lower part. Moreover, it is easy to see that a 
thick beam has an advantage over a tiiin one, not merely 
because it has more fibres to be stretched or compressed, 
but also because the top and bottom fibres, being relatively 
far apart, have a long arm for their couple and therefore 
work to better advantage. A common house-door su])- 
ported by hinges presents a case very similar to this. 

Problem. A door weighing 40 lbs. has its centre of 
gravity 1^ ft. distant from a vertical line passing through 
the pivots of the two supporting hinges. The hinges are 
of the simplest character and 6 ft. apart from centre to 
centre. The load is divided equally between the two 
hinges, but the upper one is supposed to take all the hori- 
zontal pull, and the lower one all the horizontal push, 
caused by the weight of the door. How great is the hori- 
zontal pull upon the upper hinge? How great is the 
horizontal push upon the lower hinge? Find by the 
graphical method of Exercise XII the direction and mag- 
nitude of the total force which the upper hinge applies to 
the door. Find by the same method the total force which 
the lower hinge applies to the door. Find last by the same 
method the magnitude, direction, and point of application 
of the resultant of all the forces applied to the door by 
both hinges. 
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CHAPTER VII. 
MOTION. 

106. Asfooiation of Hatter, Force, and Motion.— In the 

preceding chapters it has been necessary to speak of yari- 
ous forms of matter as things familiar to every one, and to 
consider some of the effects which forces produce on mat- 
ter. It is well known that the production or change of 
motion is a very common consequence of the application of 
any force to any portion of matter. We shall now begin a 
more careful study of the relation between matter, force, 
and motion than the student has yet made. This study 
will require us to look sharply to the meaning of the words 
motion and velocity/, 

107. All Motion Belative.— It may seem at first sight 
that it would be a simple affair to define the absolute tno- 
lion of a body, that is, to state just how it travels with ref- 
erence to some fixed point. But there is no point which 
we know to be fixed. The earth and all the other mem- 
bers of the solar system, not excepting the sun itself, have 
very complicated motions of their own; and since even the 
stars and other most distant heavenly bodies appear to have 
a general drift through space, it is quite impossible to de- 
termine the absolute motion of any object. The most that 
can be done is to observe the departure along a given line 
from some chosen starting-point which is, for the purpose 
we have in view, to be regarded as fixed. Thus we might 
describe the motion of the conductor down the aisle of a 
car in motion, neglecting in our account the rocking move- 
ment of the car from side to side, its pitching, and its geu- 
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eral motion of translation along the track; neglecting, in 
fact, everything except the difference between the motion 
of the conductor and the motion of the point from which 
he started. This difference of motion is called relative 
motioriy and all motion that we can describe is relative mo- 
tion. When nothing is said to the contrary it will be 
understood that motions spoken of in this book will be 
relative motions with respect to the earth regarded as 
fixed. 

108. Composition of Motions. — The student may have 
gathered from what precedes the inference that motions 
may be compounded or resolved as forces can be (§ 75). 
This is true; and nearly all that was stated in Chapter V 
in regard to the triangle of forces, the parallelogram of 
forces, and the polygon of forces may be re-stated, using 
the word motion instead of force, and the words rest or zero 
motion instead of equilibrium. An interesting and impor- 
tant class of recording instruments make use of this fact. 
Such are the self-recording barometer, the sphygmograph, 
the plethysmograph, used by 
physiologists for studying the 
circulation of the blood, and 
a number of instruments used 
in the investigation of sound- 
ing bodies. In all these pieces 
of apparatus a moving point 
is, sometimes by the aid of 
photography, made to record 
its motion upon a surface 
which is itself in motion. The 
manner in which the motion of 
the recording surface affects the 

trace left by the moving point > 

is well shown by a simple phe- ^^' ^' 

nomenon of frequent occurrence in every-day life. When 
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rain iaX\R on a comparatively wiudless day against the 
window of a railroad-car at rest, the drops trickle ver- 
tically down the surface of the pane. Bat when the car is 
in motion the line traversed becomes more and more ob- 
lique as the speed of the car increases. Fig. 39 contains 
a graphic record of the coarse of the drops for two 
different velocities of the car. The arrow shows the direc- 
tion of the car's motion. 

109. Velocity. — Velocity is rate of motion. 

When velocity is unchanging it is measured by the nam- 
ber of units of space traversed in a unit of time. When 
velocity is changing it may be defined as equals at any in- 
stant, to the distance the body would move in a unit of 
time if the rate of motion which it has at that instant were 
maintained unchanged. The choice of units depends 
somewhat upon the kind of motion and the purpose for 
which it is to be estimated or measured. The speed of 
rail-road trains, of steamers, of pedestrians, and so on, is 
usually reckoned, in this country, in miles per hour, the 
speed of bullets or cannon-balls in feet per second, and the 
rate of transmission of electrical impulses through wires or 
of light through air in miles per second. For strictly 
scientific purposes, however, centimeters per second is a 
form of statement frequently employed. 

110. Condition required for Change of Motion ; Inertia. — 
In the next three exercises we shall be dealing with objects 
which are neither at rest nor in uniform motion, but are 
changing from rest to motion, or from one state of motion 
to a different state. In these cases we shall encounter a 
very important property of matter which we have almost 
totally disregarded thus far. Before we give a name to 
this property let us assure ourselves that it exists. 

Suspend an iron ball weighing not less than 10 lbs. from 
a firm support by a long stout string, so that it may be free 
to swing at a slight push. Attach a thread to the ball and 
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with a gentle horizontal pull set it gradually in motion. 
Stop the ball and again with the thread set it in motion^ 
this time more suddenly. Repeat^ starting more and more 
suddenly each time, until the thread breaks. Then take 
a string that will bear the weight of several pounds, attach 
it to the ball and break it as the thread was broken. Take 
finally a string that will bear considerably more than the 
weight of the ball and attach it to the latter. Wind the 
free end of the string several times about some heavy object 
held in the hand and then, the string being long enough to 
give the arm free play, attempt to set the ball in horizontal 
motion with the greatest possible suddenness. The string 
will probably be broken, while the ball will move but little. 
(Make sure that the suspension of the ball is very strong.) 
The hanging back of the ball, which is so extremely 
obvious in these experiments, cannot be accounted for by 
its weight, for weight, in its strict sense, is merely the 
earth^s attraction for the ball, and this downward force 
cannot, save in some indirect way, oppose horizontal 
motion. (It is true that the ball begins to rise a little 
when it swings from its position of rest, but this rise is 
very slight at first and that component of the earth ^s 
attraction which is parallel to the path of the ball is there- 
fore very small.) Nor is the behavior of the ball to be 
accounted for by the resistance of the air, or by the action 
of any other opposing force applied to the ball by known 
outside agencies. We must conclude from the experi- 
ments described, and other similar ones in which the mo- 
tion of bodies is arrested or changed in direction (see § 114), 

that IT BELONGS TO THE NATURE OF MATTER TO REQUIRE 
FORCE TO SET IT IN MOTION OR TO CHANGE ITS MOTION IN 

MAGNITUDE OR DIRECTION,* little force if the change of mo- 

* The words in small capitals are substantially equivalent to what 
i9 called I^ewtoa's F^st Law of Motion, 
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Hon is very gradvM, greater and greater force as the 
suddenness of the change is increased. This is one of the 
most important facts that we know about matter^ and it is 
convenient to have a single word which will call it to our 
minds. We therefore say that this behavior of matter 
manifests a certain property which we will agree to call 
inertia. To say this, to give the name inertia to a sup- 
posed property, does not explain the facts. It is merely 
a convenience, for it enables us to use the one chosen 
word, inertia, in place of phrases or sentences which 
would otherwise be required. The word inertia, then, 
will call up to our minds the tendency of matter at 
rest to remain at rest, of matter in motion to move on 
with uniform speed in a straight line. It is encountered 
when one kicks a cannon-ball at rest upon a smooth and 
level floor. It is encountered when the cannon-ball pierces 
the armor of a ship. In either phase it is important. 

If we now suspend a much larger or much smaller iron 
weight than the one just used and repeat some of the 
experiments with it, we shall find that to start the larger 
weight with equal suddenness requires a greater force. 
This being the case, we naturally inquire whether we can- 
not use the property of inertia in comparing quantities of 
matter, in determining hoto much is the quantity of 
matter in one body compared with that of a second body, 
which process we call measurifig the quantity of matter in 
the first body. 

111. ttoantity of Hatter; Mass: Exercise XVin. — 
We commonly compare bodies as to quantity either by 
volume or by weight, and we are familiar with the fact 
that the results usually differ in accordance with the 
method of comparison, things which are equal in volume 
being unequal in weight. Each method has its advantages 
and will always be used, although there is a general 
tendency to use the weight method more and morot For 
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instance, grain, which was formerly sold by the bushel, or 
other volume-measure, is now generally sold by weight. 
But if we try a method of comparison, or measurement, 
based on inertia, will the results obtained by this method 
agree with those obtained by the volume method or those 
obtained by the weight method, or will they differ from 
both ? Experiment only can answer this question, and to 
experiment we shall appeal in the following exercise.* 
The word masSy which is used in the description of the 
exercise, is equivalent to the phrase quantity of matter as 
determiiud by the inertia-test. But if it proves to be the 
case that the inertia method of comparison gives the same 
results that are given by some more convenient method, 
this more convenient method will practically be used 
instead of the one appealing directly to the inertia-test, 
even when the object is to compare masses. 

EXERCISE XVIII. 

INERTIA : COMPARISON OF MASSES. 

References for Ezs. XVni-XXU : Lodge, Arts. S9-35, 1-12, 18-27, 4M9. 
58-02, 74-94. Hairs Elementary Ideas, Definitions and Laws in Dtfnamics.* 

Apparatus : Two chalk-boxes nearly filled with nails (in one 
of which boxes is placed a piece of iron or lead weighing about 1 
kgrm., in order that the eye may not be able to decide which is 
the greater mass). Two roller-skates ' of the simplest construc- 
tion, weU oiled so as to run as freely as practicable. Two 
smooth, straight, white-pine boards, each about 2 m. long, about 

* For making the test here indicated satisfactory the two objects 
to be set in motion should be very different in density, which is not 
necessarily the case when the directions given under Exercise XVIII 
are followed. It would be well to use in one box iron weights and 
in the other box stones. 

* C. W. Sever, Cambridge. 

' The skates should be so adjusted as to run straight when set in 
motion along a table. This may require a resetting of the trucks, as 
they are frequently so placed as to give a tendency to motion in a 
circle. 
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16 oBn. wid«| and about 3 om. thiok. Bloolni, bozaa, or othar 
means of elavating one end of eaoh board 6 or 10 cm. A meters 
rod or measuring-tape. Two strips of india rubber equal in 
length, about 76 cm., about 1 cm. wide^ and about 1 mm. thick. 
(Pieces of small black rubber tubing senre welL)* 

Put these strips in Unoi the end of one slightly overlapping 
the end of the other. Olamp these Joiniag ends firmly together 
and then stretch the whole line until it is about twice as long as 
when unstretched, and fasten it in this condition. Probably one 
strip will have stretched less than the other. If so, trim its edges 
until the clamp which holds the Joining ends of the strips is 
drawn to the middle point of the whole Une. The strips may 
now be separated. Hereafter they wiU, until their properties 
suffer some change, exert equal pulls when equally stretched. 
Take now the roller-skates. Place these side by side on a level 
surface and to each skate attach one end of one of the rubber 
strips under a block of wood fastened w^th screws to the heel of 
the skate, making the strips parallel to each other and to the run- 
ning direction of the skates. Fasten the free ends of the strips to 
some fixed ol^^ct in such a way that the strips, when stretched 
by moving the skates, may be parallel to the surfioe upon iriiich 
the skates rest. Upon eaoh skate fiuten one of the chalk-boxes* 
containing nails. 

If it were not for the disturbing action of friction we could now 
apply the test with the greatest ease and decide at once with 
considerable accuracy which carriagOi with its load, has the 
greater mass. It would be necessary merely to draw the skates 
along side by side so as to stretch the attached strips equally and 
to a considerable extent, then release them at the same time and 
observe which one was drawn back the more slowly. By 
transferring nails from one box to the other we could make the 
two loads equal in mass, which condition of things would be indi- 
cated by the skates keeping together in thefr motion. 

But friction complicates the case. To meet this difficulty make 
each skate to run on one of the boards, so inclined that the skate 
with its load will, once started, the rubber strip being detached, 

' Elastic tape sold at dry-goods stores can be used. 
* A better carriage is made by taking the trucks from the skate 
and fastening them to a strong box in the manner shown in fig. 

XIV. 
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roll with nnifonn ▼•looity^ down the inoUne. If one skate 
naturally num less freely than the other, this skate will require 
the steeper incline. The influence of friction is now neutralized 
by the slight pull of gravity along the inclines and the elastic 
strips have to deal with the inertia alonoi so that the test with the 
rubber strips may proceed as if with frictionless skates rolling 
upon a level surface. 

When apparent equality has been obtained, compare by means 
of a balance the weights of the two loaded skates. 

112. Absolute Units of Force.— We see in Exercise XVIII 
that we can compare masses by testing their acceleration 
with forces known to be equal. We can also compare forces 
by testing their effects upon masses known to be equal. 
Indeed the mathematical physicist takes as his favorite 
units of force those which come under the following defini- 
tion : The unit force is that which, acting upon the unit 
mass for the unit time, imparts to it the unit velocity. 

A particular unit falling under this definition is called 
the poundal. Its particular definition is as follows: A 
poundal is that force which, acting alone upon a one-pound 
mass for one second, would impart to it a velocity of one foot 
per second, that is^ would, if ceasing at the end of one 
second, leave the one-pound mass moving at the rate of 
one foot per second. This does not imply that the one- 
pound mass would move one foot during the first second of 
the action of the force. 

(The poundal is not the same in magnitude as the pound- 
force, that is, the force which gravity exerts upon a one- 
pound mass and which is itself generally called a pound 
(§ 4). The numerical relation between the two may be in- 
ferred from what follows concerning falling bodies (§ 113). 

The dyne is that unit force which acting for one second 

^ This cannot be perfectly accomplished, but the incline can be 
made such that friction will neutralize only a small part of the pull 
exerted by the rubber strip. 
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upon a mass of one gram would impart to it a velocity of 
one centimeter per second. 

Units of force which^ like the poundal and the dyne^ are 
defined with reference to inertia and not witli reference to 
gravitation are called generally ahsolule units of force. 
Inertia-units of force would be a more expressive name. 

Experiment shows that/ units of force will impart to a 
given mass in a given time / times as great a velocity as 
one of the same units of force^ and that a given force will 

in a given time impart to m units of mass — times as great 

a velocity as the same force would impart in the same time 
to one of the same units of mass. 

113. Laws of Falling Bodies. — It is customary in ele- 
mentary text-books of physics to give a great deal of 
attention to the so-called laws of falling bodies and to 
problems illustrating these laws. The most important 
reason for doing this is that these laws are a study of a very 
simple case showing the behavior of a body under the com- 
bined influence of an applied force and its own inertia. 
The case is simple because, under the conditions usually 
assumed, namely, free motion in a vacuum, we have only 
one applied force and that one practically uniform, a force 
practically unchanging in magnitude and direction. (This 
is not self-evident. It will doubtless be admitted without 
proof that the direction of the earth's attraction for a body 
remains unchanged during the body's fall, but it is natural 
to doubt whether this attraction is just as great when the 
body is in motion as when it is at rest. One can test this 
matter in a rough way and within a narrow range of velocity 
by ascending and descending stairs or going up and down in 
an elevator, at a uniform speed, holding in the hand a loaded 
spring-balance and noting whether the position of the index 
is the same as when* the observer is standing still. ) The so- 
called laws of falling bodies under these conditions are really 
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Comprised within a single law which is as follows: The ifir 
crease of velocity is uniform; that is, if the body acquires 
in falling one second a velocity g, which unchanged would 
carry it ff units of distance in the next second, the body in 
falling i seconds would acquire a velocity g X t, that is, 
a velocity which unchanged would carry the body g X t 
units of distance in the next second. 

If, then, V represents the velocity acquired in t seconds 
by a body falling freely, we have 

v = gxt. (A) 

The value expressed by the letter g is called the accelera- 
tion of gravity, that is, the increase which gravity produces 
each second in the velocity of the falling body. It is about 
32^ when the unit of distance is a foot, and about 980 when 
the unit of distance is a centimeter. 

If at the beginning of the time t the body has already 
a vertical velocity v, , the change of velocity will be just as 
great as if it started from rest, so that the velocity at the 
end of t seconds will he v = v^ + g X t. 

The case in which the body is sfcirted with an upward 
velocity requires the formula v = — v^-{- g x t, velocities 
upward being called negative velocities. 

To find the vertical distance travelled in a given time by 
a falling body we shall make use of a graphical method. 
Let us first consider how we can represent graphically the 
distance traversed in t seconds by. a body moving with a 
uniform velocity v. Draw a horizontal line OX, Fig. 40, 
the length of which shall be t 
units. Draw a vertical line OV, 
the length of which shall be v 
units. The area of the parallelo- 
gram OYPX is equal to the dis- '^o- ^' 
tance v Xt travelled by the body in the time t. 

If a body travels t^ seconds with a velocity v, , t^ seconds 
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with a velocity v^, etc., the total distance travelled is 
represented by the area of the figure made by joining all 
the rectangles v^t^, v,/,, v,^,, etc.. Fig. 41. Now if the 
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periods <,, t^, etc., are made equal and very short, and it 
the increments of velocity are all equal, the figure made by 
joining the rectangles will approach as a limit a shape like 
the boundary of Fig. 42. But this figure evidently repre- 
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sents the case of an original velocity v, increased uni- 
formly to a velocity v in ^ seconds. The distance trav- 
ersed is represented by the area of the trapezoid, which we 
^ X (^1 + v) 



know to be 



It is numerically equal to the 



product of t by the average, or mean, velocity. 

If the case is that of a falling body, v = v^+ gt, and we 
have the distance traversed : 
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The term v^t represents the distance the body would 
go in r seconds if the velocity remained v, throughout 
the time. 

When Vi is negative, that is, an upward velocity, the 
distance traversed in t seconds is 

« = — v,^ + \gP. 

When v, is 0, that is, when the body starts from rest 
under the influence of gravity, we have 

s = {9t\ (B) 

A third very useful equation, obtained from (A) and (B) 
by eliminating ty is 

^=^2g8. (0) 

This equation shows the relation between distance trav- 
ersed and velocity acquired in the case of a body falling 
from rest. Prom another point of view it shows the rela- 
tion between distance traversed and velocity lost in the 
case of a body starting upward with a velocity v and rising 
until its velocity is 0. One process is the exact reverse of 
the other and the two require exactly equal times, for a 
body loses velocity in going up exactly as fast as it gains 
velocity going down. 

Direct experiments upon the laws of freely falling 
bodies are rather difficult to make with simple apparatus 
on account of the very short time that is required for 
falling ordinary experimental distances, but certain other 
experiments to illustrate the action of a uniform force 
in causing change of motion can be made with the familiar 
Attwood's machine, the construction of which is described 
in most of the larger treatises upon physics. This appara- 
tus consists essentially of two nearly equal weights fastened 
to the ends of a thread passing over a pulley with horizon- 
tal axis, together with an attachment for beating seconds 
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and for determining accurately the time of the beginning 
and the end of motion. The rate of increase of velocity 
with this machine is uniform, but is much less than in the 
case of a freely falling body. Another device consists of 
an inclined plane down which some body is permitted to 
roll or slide. If the body rolls, however, the case is 
seriously complicated, in appearance at least, by the very 
fact of the rotational motion acquired, and if the body slides 
friction is likely to be troublesome. In view of all the 
difficulties in the way of successful experiments upon the 
effects of a uniform force and successful interpretation of 
these experiments, we shall not attempt in this book an 
experimental treatment of the matter. 

Problems ik Ukiform Acceleration. 

1. How far will a freely falling body travel in the seventh 
second? What will be its velocity at the end of that sec- 
ond? What will be the total distance traversed during , 
the seven seconds ? (The body is supposed to start from 
rest. Take ^ = 32 (see § 113).)' 

2. Repeat the calculations of the preceding problem, 
supposing the body to have had an initial velocity of 10 ^ 
ft. per second vertically downward. 

3. Bepeat once more, supposing the body to have had 
an initial velocity of 50 ft. per second vertically upward; 
of 400 ft. per second vertically upward. Be careful to 
show in your answers whether the final direction is upward 
or downward. 

4. If a body falls for 20 seconds and is then instantly re- 
leased from the influence of gravity, how far will it fell in 
the twenty-first second ? 

5. A bullet is shot vertically upward with an initial 
velocity of 300 m. per second; how long will it continue to 
rise ? How far will it rise ? (Take g = 9-80 (see § 113).) *^ 
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6. How far would the bullet of (5) rise during the tenth 
second ? 

7. A freely falling body falls at the rate of a kilometer 
per minute; how long has it been falling ? 

8. A block on an incline slides down without friction. 
At the end of 4 seconds it is travelling at the rate of 3 m. 
per second. How long after starting will it take to reach 
a point 20 m. from the starting-point ? 

9. How far would the block of (8) slide in the third j i ( / 
second ? 

10. If a body slides down a frictionless incline the length ^ 3 . ''•^ 
of which is 100 ft., the base 80 ft., and the height 60 ft., 
what velocity would it acquire in one second ? 

11. What was the value in feet per second of the uniform i\ ' t 
accelerating force under the continued influence of which j-' 
a body travelled a mile in three minutes, starting from 
rest? 

12. If a negative accelerating force were at the end of 
the three minutes substituted for the positive force of (11), 
and allowed to act for two minutes, what would be the rate 
and direction of the resulting motion, the value of the 
negative force being one and a half times that of the 
positive ? 

114. Force required to change the Direction of Motion. — 
In many cases change of motion affects, not its magnitude, 
but its direction. Even this change requires the applica- 
tion of force. If the student swings a weight fastened to 
the end of a string with uniform velocity in a horizontal 
circle about his head, he is conscious of exerting a con- 
tinual pull in order to prevent the ball from pulling away. 
The tendency of the ball to escape from its circular path, 
which tendency makes necessary the retaining pull, is 
usually called centrifugal force. It must not be supposed 
that centrifugal force means a tendency to fly straight 
away from the centre, Experiment and observation will 
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show that if the ball is at any time released it starts off in 
a straight line which is a tangent to the circular path at 
the point where the release occurs. It is this tendency of 
bodies in motion to move on in a straight line that pre- 
vents all the planets of our solar system from falling into 
the sun. The sun's attraction for them is like the pull 
between tho hand and the reyolving weight.^ 

116. Combinatioii of Aooeleration with Pre-existing 
Kotion.— It has been stated^ or at least implied, in § 113, 
that the effect of gravity in changing the velocity of a free 
body is independent of the already existing upward or 
downward velocity of the body. The student may, how- 
ever^ be in doubt as to what influence a horizontal motion 
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would have upon the effect of gravity. The apparatus 
shown in Fig. 43 will help to settle this doubt. 

' We say this now with great confidence, although two hundred 
and fifty years ago very different theories in regard to the motions 
of the planets were held. Sir Isaac Newton proved about 1680 that 
the earth's attraction, supposed to decrease in proportion as the 
square of the distance between its centre and that of the attracted 
body increases, is just sufiicient to hold the moon in its orbit, if the 
moon acts like ordinary matter with which we are familiar. He 
showed, too, that the same natural supposition, a mutual attraction 
universally proportional to the square of the distance between the 
attracting bodies, would account for the retention of the various 
planets in their orbits about the sun. provided these planets act like 
ordinary bodies upon our earth. We accept Newton's theories be- 
cause of their simplicity — they do not call into action among the 
stars properties of matter unknown to us upon the earth, — and be- 
cause of their completeness — they account for the magnitude of the 
eHects observed as well as for their general nature. 
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Cut six inches from a strip of wood resembling a common 
lath in shape and size. Fasten the short piece across the 
long one, as shown in the figure. Gut two equal notches 
in the two upper comers of the cross-piece to hold marbles 
or bullets. Fix the apparatus several feet above a level 
floor, put the marbles in place, and then strike the long 
bar a sharp horizontal blow near the cross, so as to bend it 
to one side. One of the marbles will be shot out horizon- 
tally with considerable velocity. The other will merely be 
deprived of its support, and will fall nearly straight down. 
Which will strike the floor first ? 

The experiment should be tried several times. The con- 
clusion derived from it may be applied to the action of 
other forces than gravity. 

116. EXERCISE XIX. 

THE SIMPLE PENDULUM. 
[Worthington, Exp. 11, p. 140; Exp. 19, p. 161; Exp. 20, p. 158.] 

[The following exercise on pendulums is given partly for 
the instruction it gives in regard to the practical applica- 
tions of swinging periodic motion, and partly for its use in 
connection with exercises that follow. An ideekl ^^ simple 
pendulum" is a mass concentrated at a point and suspended 
by a string without weight or inertia. Such an ideal is not 
to be attained in practice, but a small dense object sus- 
pended by a slender thread approaches it.] 

Use l>obB of ▼axious weights and sizes, arcs of ▼azioiis 
lengths, and suspensions of various lengths,^ for the purpose of 
finding the effect of these various conditions upon the time of 
vibration. 

Apparatus : A marble, a block of wood, and a lead bullet, all 
of about the same size. A second block, bullet, or marble, con- 
siderably larger than the first. A small piece of sealing-wax 

* To provide for easy adjustment of the length of the suspension, a 
teacher recommends pinching the string in a split or pierced cork 
^d fiM»teniDg the cork suitably as a point of support. 
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wilfa whicli to fiurtan thread to tha boltot, etc Some sappcnrt 
from which to mupend the pendnlmnB. (Tadn driven horisoiitally 
into the end of a board having aereral feet of dear apace beneath 
will serve welL) A watch or clock. A meter-rod. 

In taking the length of a pendnlnm it will be anfficiently accu- 
rate^ nnleaa the bob ia more than 3 cm. in diameter, to meeanre 
from the point where the thread leaves the sn p por t to the centre 
ofthebalL 

AlTKBKAti viB. 
[Trovbridge, Exp. 7«, p. 111.] 
Apparatus: One ball and snapenaion. A watch or olook. A 
meter-rod. 

117. Selation of Fendnlum Motion to g. — The motion 
of the pendulum is of course due primarily to the earth's 
attraction. If the earth's attraction for a given mass were 
greater than it is^ the time of vibration of a given pendu- 
lum would be less than it now is. In fact^ the time of 
vibration of a giv^n pendulum is different at different 
parts of our earth, the earth's attraction for the matter of 
the pendulum being different in different regions, while 
the mass (§ 111) of the pendulum as determined in the 
strict way, by the magnitude of the force required to give 
it a certain velocity in a certain time, is everywhere the 
same. The relation between the intensity of gravity,' the 
time of vibration of a pendulum, and the length of the pen- 
dulum, is so well known that if any two of these quantities 
are known the third can be calculated, and from these the 
intensity of gravity, which is usually expressed by stating 
the value of g (§ 113), can be found much more accu- 
rately than by any other method in use. The determina- 
tion of g at many different parts of the earth's sur&ce is 
of much interest on account of the information which the 

* By this phrase, intensity qffframty, is meant the force exerted by 
the earth upon unit mass. The force of gravity upon any body is 
equal to the number of units of mass in the body multiplied by the 
number expressing the intensity of gravity. 
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yariation of g from place to place gives in regard to the 
shape and interior condition of the earth. Accordingly 
yarions governments have employed skilled observers to 
make pendnlum observations, and these observers have 
travelled far and wide over the earth in order that the 
same pendulnm might be studied by the same person in 
widely different regions. The value of g at the poles is 
about one part in two hundred greater than its value at 
the equator, a fact which is accounted for partly by the 
shortness of the polar diameter of the earth as compared 
with the equatorial diameter, and partly by the slight ten- 
dency of bodies to fly off at a tangent, parting company 
with the rotating earth (see § 114), which tendency is 
greater at the equator. 

118. All Eorce a Mutual Action. — ^We have discussed at 
some length the effect of a force applied to a body in 
changing the direction or magnitude of the body's motion. 
But a force is always the interaction of two bodies, and the 
two bodies are always affected in opposite directions by 
this interaction. Illustrations of this mutual action are 
common in the student's experience. Two sticks struck 
together will indent each other. A bat stops a ball and 
turns it back, but the ball stops, or at least checks, the bat. 
A weight pushes down upon a hand which pushes it up. It 
is true that in many cases the effect is visible in one direc- 
tion only. A pebble thrown against a massive stone wall 
may appear to make no impression upon it. But careful 
observations may detect in the wall a slight jar at the in- 
stant of collision; and even if this is not the case, we are so 
familiar with the fact that mutual shocks are caused by 
such collisions, and with the further fact that many effects 
too small to be easily perceived really exist, that we have 
no difficulty in believing that the case is only an apparent 
exception to a universal rule. 

110. Object of Exercise XX. Momentum, — In case of a 
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collision, or any mechanical interaction, between two free 
bodies of very uneqnal mass, it is usually evident that the 
velocity of the larger body is less affected than that of the 
smaller body, and it is natural to inquire whether the 
respective changes of velocity bear any simple relation to 
the respective masses. The most simple supposition not 
at once shown to be false by common observation is that in 
the case of free interacting bodies each body suffers a 
change of velocity inversely proportional to its mass. 
Exercise XX is intended to test the truth of this supposi- 
tion. 

In carrying out Exercise XX we shall find it convenient 
to have a name for the quantity m X v, the number of 
units of mass in a body multiplied by the number express^ 
ing its velocity in units of distance per second.^ The 
name given to this quantity is momentum, Now if m 
and V represent the mass and velocity of a body A, and if 
m' and v' represent the mass and velocity of a second 
body B, and if m = lOwi', it is evident that increasing the 
velocity of A from v U>v -\-\ would increase its momen- 
tum as much as the momentum of B would be increased by 
an increase of its velocity from v' to v' + 10. The in- 
crease of momentum in the case of A would be wi X 1, and 
in the case of By m' X 10, equal quantities. In this case 
the supposed changes of velocity are inversely proportional 
to the respective masses. We see, then, that the question 
which we propose to test in Exercise XX can be put into 
this form : In the case of mutual action between free bodies 
do the two bodies suffer equal changes of momentum f As 
the changes of momentum which the two bodies experience 

* To say that mXv = mass X velodty is to use an abbreviated 
expression for the explanation given in the text. Such abbreviated 
expressions are not likely to be stumbling-blocks to the student's 
understanding and will be used hereafter without further explana 
tion. 
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must be in opposite directions^ this question is equivalent 
to the following: Will the sum of the momenta of the two 
bodies after their mutual action be just the same as before f 
In putting the question into this form we must guard 
against a possible misunderstanding. Suppose we haVe a case 
like that of a man leaping from a small boat, both being at 
rest before the leap. Here we have before the action no 
momentum; after the action, momentum in each body, al- 
though in opposite directions in the two. This seems at 
first to answer our last question in the negative, for such 
cases, but if we agree to call momentum in one direction 
+ and momentum in the opposite direction—, with alge- 
braic sum, instead of mere sum, in our question, there is 
still a chance that it may be answered in the affirmative, 
for, in the case supposed, if the man acquires a momentum 
4- ^9 and the boat a numerically equal but algebraically 
opposite momentum — Jf, we shall have 

Momentum before Momentmn after 

+ = +M-M, 

In supposing this case we do not mean to imply in advance 
of experiment whether the momentum acquired by the 
man would be or would not be numerically equal to that 
acquired by the boat. We wish merely to show the ad- 
vantage for our present purpose of calling momentum in 
one direction positive and momentum in the opposite di- 
rection negative. 

We have spoken of the mutual action of free bodies. 
The nearest approach we can make to a case of free bodies, 
under proper conditions for observation and measurement, 
is by allowing bodies suspended by long strings to collide 
horizontally. This device is therefore used in Exercise 
XX. 
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120. EXERCISE XX. 

ACTION AND REACTION. 

[Preliminary: This ezarciBe makes use of two pendnlmn-balla 
ao arranged as to awing isochrononaly and collide when at the 
middle points of their arcs. For the purposes of the exercise it 
is necessary to know the relative, though not the absolute, veloci- 
ties of the two balls Just before and Just after the collision. These 
relative velocities may be determined with sufficient accuracy 
for our purposes by observing the hoxizontal distances through 
which the balls have swung or are to swing, for it is a fact that, 
with suspension of given length, the velocity of a pendulum-ball 
at the middle point of its arc is nearly proportional to the hori- 
Bontal projection of the arc, provided this arc is not greater than 
30** or 40**. For instance, if two balls having suspensions 2 m. 
long are pulled aside, one 60 cm. and the other 30 cm., measured 
horizontally, and then released, the one having the longer arc 
will pass through its lowest position with a velocity twice as 
great as that which the other ball will have in its lowest position. 
(This fact involves the further one that if the two balls are started 
from their lowest points, one with a velocity twice as great as 
that of the other, the one will swing very nearly twice as fsur 
horizontally as the other, provided the arcs are of moderate size 
in angular measure.) 

To show this fact an experiment has been devised which is now^ 
to be described. It is intended for the lecture-room and not for 
performance by the students. 

Apparatus : Two pendulums like those used in Bx. ZDC, with 
suspensions of equal length, the longer the better. One of the 
boards used in Ex. jlvuul with one edge ruled cress-wise in lines 
1 cm. apart. Wooden blocks or boxes to stop the pendulum bobs 
at any chosen points of their paths. A meter-rod. 

Suspend the pendulums so that there will be about 4 cm. of 
clear space between their bobs. Place the board, marked edge 
up, between the balls with its length at right angles with the 
line connecting the centres of the balls. Draw one of the balls to 
one side 60 cm., as measured on the board, and the other ball in 
the same direction 30 cm. Place the blocks or boxes so that 
each ball will strike after travelling one fourth of the horizontal 
distance to its lowest position. Release the balls at the same 
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instant and listen very attentively to decide whether they gtrlke 
at the same instant. 

Iiet the bobs be stopped in the same way after having traversed 
one half^ three fourths, then the whole, of the distances to the 
lowest point. If time permits, the examination may be carried 
beyond the lowest points of the arcs. If in all cases here sug- 
gested and any others that may be tried the blows given by the 
two bobs come so nearly together that no interval between them 
can be detected, it may fairly be concluded that the ratio of the 
velocities of the bobs at any instant, when each is passing through 
Its lowest point, for instance, is nearly, if not quite, equal to the 
ratio of the horizontal components of the paths in which the bobs 
traveL (Conclusions for the cases tried must not be extended to 
cases in which the arcs are much larger parts of circles.) The deli- 
cacy of the method of experiment should be tested by finding how 
small a displacement of one of the obstacles from its proper positions 
will make a plainly perceptible interval between the two blows. 

The method Just described is, owing to the limited power of the 
ear to note small intervals of time, not very accurate. It serves, 
however, to indicate methods which would be accurate, and it is 
therefore described to relieve the teacher from the necessity of 
stating to his class entirely without proof the fsct which he wishes 
to use. Another method, devised in its essentials by Mr. Scho- 
binger, of the Harvard School, Chicago, will now be described. 
It is suited to individual experimentation rather than to lecture- 
room use : Suspend the two pendulums, made as isochronous as 
practicable, some little distance apart, for instance 60 cm. Then 
stick a tall pin or a pocket-knife upright in the table Just in Une 
with the two balls and about 60 cm. distant from the nearer ball, 
so that when the eye of the observer is placed at the top of the 
pin or knife the nearer ball hides the other. Then let the two 
balls be pulled to one side with such displacements that the nearer 
ball still hides the other from the observer placed as before. Let 
the balls be released at the same instant. If the nearer continues 
to hide the other during one whole swing, it is evident that the 
velocities must have nearly the same ratio throughout the swing.] 

Apparatus : Two ivory balls, one weighing about 60 grm., the 
other three or four times as much, the weight of each being known 
within one or two per cent. A bar of wood 60 cm. or more long 
and in width somewhat more than the sum of the radii of the balls. 
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Some means of fiMlening this stiok in a hoziaontal posltkm at the 
greatest height practioable. One of the boards used in Bz. XVm 
ruled on one edge in om. A piece of putty. 

Into each end of the stick drive two tacks, making the distance 
between them equal to the sum of the radii of the balls. Take a 
piece of No. 33 (B. A 8. gauge) naked copper wire, the length of 
which will depend upon the vertical space available for the sus- 
pension, and fiuiten one end to one of the tacks and the other end 
to the corresponding tack in the opposite end of the stick. Sus- 
pend one of the balls from the middle of this wire. Suspend the 
other ball from another wire fastened to the other two tacks, so as 
to make the balls hang Just grazing each other with their centres 
at the same height. Place the board, with its marked edge up, 
beneath the balls, its length parallel to the line connecting the 
centres of the balls. Note the point where a vertical line from 
the centre of each ball would strike the board. Draw the larger 
ball out, keeping it over the board, about lO"* from its initial posi- 
tion, note what point on the board is dfrectly beneath the centre 
of the ball in its present position, then let the ball swing free and 
strike the other, which is at rest. Note on the board the extreme 
position reached by each ball in its first swing after the collision- 
We have now the means of telling the horisontal range of the 
swing made (a) by the ball A before the collision, (b) by the ball 
A after the collision, (c) by the ball Baiter the collision. OaUthe 
first of these horizontal distances Da ; the second, dA l the third, 
dfi. Recall the teachings of the preliminary experiment above. 
It will then be apparent that, if the velocity of A Just before the 
collision is called Va, the velocity of A Just after the collision 

must have been very nearly Va — ^ and the velocity of B Just after 

Da 

the collision very nearly Va -^. Ijet the mass of A, plus one half 

Da 
the mass of its suspending wire, be called Ma, and that of B, plus 
one half the mass of its suspending wire, be called Mb. 

Then momentum of A before collision = MaXVa = MaDaX— ' 

Da 

« B before « = =0 X " 

« " after « = MbXVa ^ = MsdaX " 



« « after « = MaXVa^ = MAdA X 



tt 
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For th« poriKMe of this eKerdse, which hi merely to compare 

momenta, the common factor —A may be left out of the computa- 

Da 
tions. 

Try a case in which the small ball strikes the larger at rest. 

Try a case in which the balls, coming from opposite sides, meet 
at their middle positions. 

Try a case in which each ball has a thin belt of putty in order 
to make the collision nearly inelastic, the mass of each belt being 
added to the mass of its ball in the computations. 

Each case should be tried carefidly several times under condi- 
tions as imiform as practicable, and the average Daj dA, etc., of 
the several trials for each case should be taken for use in the com- 
putation of momenta for that case. 

Find for each case how the total momentum before collision 
compares with the total momentmn after collision. 

Momenta having opposite directions are to be taken with oppo- 
site algebraic signs, and the comparison is to be made between the 
algebraic sum of the momenta before collision and the algebraic 
sum of the momenta after collision. 

Allowance for Experimental Errors. — In considering the 
result of Exercise XX it should be borne in mind that 
a pendulum does suffer some slight loss of motion from 
the resistance of the air. Now as the momentum just 
before collision is estimated from the length of swing pre- 
ceding contact and the momentum just after collision from 
the swing following contact, it is evident that the former 
estimate will be a little larger^ and the latter a little 
smaller, than it should be. A rough estimate of the error 
caused in this way may be obtained by studying the rate of 
decrease of the pendulum-swings. 

121. Eriction. — When a solid body is made to slide over 
the surface of another, a resistance to the sliding movement 
is in many cases observed. This resistance is called /ne- 
kton. That it differs greatly in amount with the nature of 
the surfaces in contact is a matter of every-day observation. 
The increased difficulty of drawing a sled over spots of 
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bare ground, on passing from a snow-covered snr&ce is a 
striking illustration of this difference, and another, even 
more common, is the diminution of resistance noticeable 
when an axle or a door-hinge is oiled. The amount of fric- 
tion experienced in sliding an object over any horizontal 
surface of tolerably uniform smoothness may be measured 
directly by applying the horizontal pull necessary to keep 
the object in motion by means of a spring-balance, and 
taking the average reading of the balance as the resistance 
due to friction. This is done in Exercise XIII. 

As a preliminary to this Exercise the student should try 
the experiment of drawing the block along the board by 
means of a spring-balance at different rates of speed, the 
rate, however, remaining constant during each particular 
drawing, in order to see whether the friction depends upon 
the speed. 

122. EXERCISE XIII. 

COEFFICIENT OF FRICTION. 

(Trowbridge, Exp. 68 and 69. Worthin^rton, Exp. 5, p. llS, p. US, and Ezp. 12, 
p. 118. Lodge, Art. 104. Goodeve, Arts. 47-^.] 

Apparatus : A Bmooth pine board (see Bz. jlvuul). A block of 
wood (see Ex. VH). Iron or lead weights (see note to Ex. IX) 
to the amount of 1 lb. The spring-balance of Xhc VIL Blocks, 
boxes, or other means of supporting the board in an inclined posi- 
tion. A meter-rod. 

Ijay the board horizontal. Place the block on one of its nar- 
rowest sides on the board. Tie a thread around the block and 
pull on this thread with the spring-balance, held horizontal, with 
such force as to keep the block moving parallel to its grain 
with uniform velocity along the board. (This lorc« is likely to 
vary at different parts of the board. If any part can be found 
where it is nearly constant for a distance of eight or ten inches, 
this part of the board should be used throughout the Exercise.) 
Record the force indicated on the balance. 

Then place the block on its broad side and record the force re- 
quired to maintain imiform motion parallel to the grain of the 
block. Then load the block, still on its broad side, with H lb. and 
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1 lb. in torn, recording in each case the force required to maintain 
uniform motion. Weigh the block itself in oz. and calculate the 
coefficient of friction for each of the four cases described. 

Raise one end of the board until the imloaded block, once 
started, will slide with uniform velocity. Then, keeping the 
board fixed in position, measure the vertical distance from the 
under side of the raised end to the table and the horizontal dis- 
tance from the foot of this vertical to the point where the lower 
end of the board rests upon the table. From these two measure- 
ments the coefficient of friction is again to be calculated. 

The coefficient of friction is the ratio . It is to 

pressure 

be obtained, for the first method of Exercise XIII, by 

dividing the average balance-reading (corrected), in each 

of the four cases, by the weight of the block and its load 

(if any). The calculation of the coefficient from the data 




FiCL 44. 



obtained by the second method depends upon an applica- 
tion of the principle of resolution of forces (§79). In 
Pig. 44 the board AB, the table-top BC, and a vertical line 
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^£7 let fall from A form a right-angled triangle with the 
right angle at C. Suppose a vertical line OW, let fall 
from the block to represent the weight of the block and 
the direction in which the force of gravity tends to 
draw it. Not all of the force OFF is available to produce 
sliding motion dowp the incline, but only that com- 
ponent of it which lies in the direction AB. If the 
board AB. were to be raised until it stood vertically, 
all oi OW would lie in the direction AB. If the board 
were laid flat on the table-top, none of the force OW 
would avail to produce any tendency to sliding. In any 
intermediate position of the board, like that shown in the 
figure, the value of the motion-producing component will 
be intermediate between the values W and zero. In any 
given case, to find the value of the motion-producing com- 
ponent of OW, we must resolve OJf into two components, 
one of which has no tendency to produce motion along 
the incline, being perpendicular to it, and the other no 
tendency to produce motion in any other direction than 
down the incline, being parallel to the line AB. The 
former component is represented by the line OP, the 
latter by the line OM, the figure OMWP being a rectangle. 
An application of simple geometrical principles will show 
that the triangles OWM (or WOP) and ^£(7 are similar. 
Then 

PW{otOM) _A0 
OP " BO' 

Now from what has been said concerning equilibrium in 
§ 70 it will be seen that OM = the resistance of friction, 
whenever the motion of the block down the incline is uni- 
form. To find the coefficient of friction by the second 
method, then, it is necessary merely to obtain the quotient 

^AC . ,,. OM force balancinfir friction 

of -^7v smce this = ^td = -^ — 15 — • 

Bu OP pressure against surface 
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123. Laws of Eriction. — The results of Exercise XIIl 
shonld be used by the student to answer for himself the 
questions: 

(1) What is the relation between friction and the extent 
of the surfaces in contact, other things — that is, total pres- 
sure, nature of surface, and velocity — ^being unchanged ? 

(2) What is the relation between friction and pressure 
perpendicular to the surfaces in contact, other things being 
unchanged ? 

The answers to these questions constitute two of the 
most important of the laws of friction. A third law may 
be derived from experiments like those made as a prelimi- 
nary to Exercise XUI. It may be that the results obtained 
will prove somewhat contradictory, since the unavoidable 
irregularities of the surfaces in contact, and other acci- 
dental circumstances, render experiments upon friction 
somewhat uncertain. In deducing general conclusions it 
is highly desirable to compare results obtained by different 
students with various blocks, and in all cases it must be 
remembered that the experiments have a narrow range and 
may indicate laws which do not always hold true. 

124. Friction in Applied Mechanics. — Friction is one of 
the most important conditions in the construction and 
operation of very many mechanical appliances. It enters 
largely into the list of resistances to be overcome, as in the 
rolling friction of the car-wheels upon the track or of 
wagon-wheels upon common roads. Every axle revolves in 
its bearings with a measurable amount of friction, which 
can be diminished but not overcome by oiling the surfaces 
in contact. The resistance of the air is an important 
obstacle to rapid motion, as in the case of a railroad 
train, and the frictional resistance of the water to the hull 
and the propeller of a steamer demands most of the 
steam-power required to propel the vessel; for when liquids 
or gases are involved friction increases rapidly with increase 
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of velocity. On the other hand, many machines and mech- 
anical appliances would be valueless without friction. Upon 
this the efficiency of belting, of brakes, of nails and screws 
of every description, is dependent. The driving-wheels of 
engines or of electric street-cars, the feet of men or of 
horses, would be unable to produce or maintain locomotion 
without the aid of friction. If its operation were sus- 
pended every river would become a cataract, soon running 
itself out. 

126. Work.— One important object of Exercise XXI 
(§ 127) is to illustrate and enforce the scientific definition of 
the word work. This word is used by the physicist to sig- 
nify the doing of smmthing against opposition.^ If a man 
pushes a saw through a board against friction and cohesion 
of the particles of wood, if he raises a weight against the 
force of gravity, he does work. If the saw sticks, so that 
he pushes in vain, if after lifting the weight a certain dis- 
tance he encounters some obstacle and ceases to raise it, he 
is no longer doing work, although he may be making more 
effort than before. A statement like this frequently 
arouses a feeling akin to indignation in the mind of the 
student, who is apt to feel that scant justice is done to the 
supposed toiler. But the science of physics does not 
concern itself with emotions and purposes. Looking to 
the result accomplished, it says that a man who is merely 
sustaining a weight is doing no more for that weight than 
a post could do. He is not prevailing over the opposition 
of gravitation. He is not doing work in the scientific sense 
of the word. 

The nature of a work as a definite mechanical process 
being thus defined, the next point to be considered is the 
measurement of work. For an English-speaking person 
the most natural unit of work is the amount necessary to 

* Consult Clerk Maxwell: Treatise on Heat, chapter rv. 
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raise one pound one foot. This is called the foot-pound, 
and is in almost universal use among English-speaking 
engineers. Evidently to lift 2 lbs. 1 ft., or 1 lb. 2 ft., re- 
quires 2 ft.-lbs.; to lift 4 lbs. 3 ft., or 3 lbs. 4 ft., requires 
12 ft.-lbs. In short, to lift m lbs. h ft. requires mh lbs. 

French engineers, and others who have the kilogram as 
the unit of mass and the meter as the unit of distance, take 
as their unit of work the kilogram^neter, that is, the 
amount of work required to lift one kilogram one meter. 
Various other units of work which are in common use 
among physicists will be defined later in this book (§§ 
129-131). 

Although the foot-pound is defined by reference to lift- 
ing a certain mass a certain distance, any kind of work can 
be expressed in foot-pounds. Thus if a man pushing a 
carpenter^s plane horizontally along a board exeii;s a hori- 
zontal force as great as the vertical force that he would 
exert in holding up a weight of 10 lbs., we are in the habit 
of saying that he exerts a force of 10 lbs., and if, exerting 
this horizontal force all the time, he pushes the plane 5 ft., 
we say that he does 10 X 5 ft.-lbs. of work. 

Always, whe7i the force is parallel to the motion main" 
tained or assisted by it, the work done by the agent exert- 
ing the force is reckoned by multiplying the number ex- 
pressing the force by the number expressing the distance 
which the point acted on by the force moves during the 
action of the torce. 

Problem. How many ft.-lbs. of work must be done in 
dragging a 100-lb. wt. a distance of 50 ft. along a horizon- 
tal surface upon which its coeflScient of friction (§ 122) is i? 

126. Work Done by Eorces Oblique to the Line of Motion. 
— ^When the force applied to any point is not parallel to the 
motion of that point the calculation of the work done is not 
quite so simple. Let us deal with the matter by means of a 
series of questions, the answers to which may be based upon 
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the previoua teachings of this book or upon the student's 
independent experience. 

A street-car moves 10 ft. along its track while a man 
pushes against the car exactly at right angles with the 
track with a force of 50 lbs. Does the man's effort assist 
the motion of the car along the track? Does his effort 
hinder it^ save by possibly increasing the friction ? How 
much work does the man do upon the car during its mo- 
tion ? 

Suppose that the car is moving due north and that the 
man now pushes just as hard as before but in a direction 
making an acute angle, 45** for example, with the line of 
motion of the car. How much work does he do while the 
car moves 10 ft.? To find the answer, resolve the force 
exerted by the man into two components, one at right 
angles with the motion of the car, the other parallel to that 
motion (see § 79, Fig. 22), and find the amount of work 
done by each component separately. 

(Observe — for use in connection with the second part of 
Exercise XXI — that the product of the whole distance by 
that component of the force which is parallel to the motion. 



Fig. 45. 



is equal to the product of the whole force by that com- 
ponent of the distance which is parallel to the force. 
Thus in Fig. 45, where the whole force is represented by 
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F and the whole distance by Z>, we Bee from the, similarity 
of the two triangles that T : F :: 8 : B, whence TxD — 
FXS.) 

Suppose that the car moves as before and that the man 
pushes as hard as before but in a direction making an obtuse 
angle^ 135° for instance^ with the direction of motion of 
the car. The man does not now push the car or help to 
push it. He hinders it. The car pushes the man. We 
do not in this case say that the man does work. We say 
that the car does work. Find, by the process already 
indicated, how much work the car does against the man, 
while moving 10 ft. 

State a general rule for finding the work done by a force 
^acting continuously upon a body while the body moves a 
distance Z>, the angle between the force and the motion 
having any value from 0° to 90°. 

127. EXERCISE XXI. 

THE INCLINED PLANE: WORE. 
[English units are used in this experiment as the balance is graduated in lbs.] 

Apparatui: The two boards described in Bz. jlvui and some 
means for holding one end about 2Hit. higher than the other. A 
roller-skate or other small strong carriage. A 20-lb. spring-bal- 
ance. Some mass weighing 16 or 20 lbs. with which to load the 
carriage. 

FIRST Part.— Find the work done, friction aside, by a force 
parallel to the incline in drawing the loaded carriage snoh a dis- 
tance up the incline as to make the vertical rise 2 ft. 

The board used should be supported at the middle as well as at 
the ends in order to prevent bending. Measure along the incline 
the distance corresponding to a vertical rise of 2 ft. Then de- 
termine the force parallel to this incline which would be necessary 
to move the carriage with uniform velocity up the incline if there 
were no friction. To determine and eliminate the friction at any 
part of the incline, find the pull on the balance parallel to the in- 
cline required to move the carriage at a uniform velocity up the 
incline at the given spot, and then the pull in the same direction 
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wliioh wiU aUow the oazxlagtt to iiiOT« with miifonn ▼aIooI^ 
the incline at the given spot. The difference between theie two 
forces will be twice the force required to overcome friction at the 
spot in question, and the mean of the two pulls will be the pull 
that would be required if there were no friction. 

It is not necessary to draw the carriage the iriiole length of the 
distance measured. If the inoUne were uniform it would be nec- 
essary to determine the force at one place only, but as the <«<^i^»i^ 
may vary it is best to determine the force at three or four places. 

8EOOND PART.'Find the work done, friction aside, by a force 
parallel to the base of the incline in drawing the loaded carriage 
such a distance up the incline as to make the vertical rise 2 ft. 

Support the two boards, with one end elevated, in a parallel 
position side by side but slightly separated. Iiet the caniage^ 
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when in position to move up and down the incline, bestride the 
space between the boards, the pull of the balance being applied 
by means of a string passing horizontally between the boards [Fig. 
XIV]. 

Measure the horizontal distance corresponding to a rise of 2 ft. 
and the horizontal pull necessary to move the carriage with uni- 
form velocity up the incline, eliminating friction as before by 
observing the pull going up and the pull coming down.* 



* The method given for eliminatiog friction is not quite accurate 
in this second part of the experiment. This inaccuracy is not practi- 



cally serious if the friction is small. 
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Third part.— Weigh the carriage and its load on the game 
balance. 

The zero-point error of the balance for the positions in which it 
is used in the First and Second Parts of this exercise should be 
determined and used in measuring the forces. 

Compare the work done in the 1st case with that done in the 
2d, and compare each with the work necessary to raise the given 
mass, carriage and load, 2 ft. straight up.^ 

128. Energy. — Work and energy are so closely connected 
that they can hardly be discussed separately. In fact^ by 
definition, energy is the power of doing work. As work in- 
volves both force and motion, so energy involves not only 
the power of exerting force upon a body, but also the power 
of following up the body, for a greater or less distance, if it 
yields to the force. A compressed spring, a charge of gun- 
powder, a flying cannon-ball, each of these is a body pos- 
sessing energy. A weight raised above the surface of the 
earth is ordinarily said to possess energy, because it can do 
work during its descent, but strictly the energy in this 
case belongs not to the weight alone but to the system 
made up of the earth below and the weight above, which 
by their mutual attraction tend to approach each other 
and to overcome any resistance which opposes their ap- 
proach. 

129. Kinetic Energy and Potential Energy. — Two classes 
of energy may be distinguished. The moving cannon-ball, 
quite apart from any attraction or repulsion, has energy 
by virtue of its inertia (see § 110) and its motion. This 
is called kinetic energy. 

* The passages in Lodge, referred to under Ex. XVIII, do not 
sufficiently emphasize the fact that in reckonlDg Work as = Force X 
Distance, we must, when the two are not parallel, take that compo- 
nent only of the force which lies in the direction of the motion, or, on 
the other hand, that component only of the motion which lies in 
the direction of the force. 
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On ihe other hand, in the case of the nused weight just 
described^ in a bended bow^ in an explosive mixtnre of 
hydrogen and oxygen, in a Leyden jar charged with elec- 
tricity, etc., we have energy dne to some attraction or 
repulsion between different parts of the same body or 
different bodies of a system. This is called poteniitU 
energy. 

Each of these forms of energy is the power of doing work, 
and each is measured in the same units as work, that is, in 
foot-pounds, kilogram-meters, etc. For example, let us find 
the number of foot-pounds of energy possessed by a body 
whose mass is m lbs., and which is moving with a velocity 
of V ft. per second. Since experience shows that kinetic 
energy does not depend upon the direction of the motion, 
we shall for convenience suppose that the body is moving 
straight upward and that its kinetic energy is to be entirely 
expended in raising the body itself. If the body rises h 
ft. from its present position before stopping, its kinetio 
energy will have done m X h ft.-lbs. of work. But how 
great is A? From § 113 we know that h (there called s) 

z= —— , g being equal to 32^ nearly. Putting for h its 

value we have as a general expression, good for every case 
in which a body of m lbs. is moving with a velocity of v ft. 
per second, 

kinetic energy = -^ ft.-lbs. 

Everywhere in the preceding paragraph we may without 
impairing the reasoning in the least write kilograms for 
pounds and meters for feet, g becoming in this case 9.81 
nearly (see § 113). So we may write grams for pounds 
and centimeters for feet without altering the reasoning or 
the general formula obtained, but g in this case will 
have the value 981 nearly. 
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130. Statement of Work in Foot-ponndalfl.— Sometimes 
work is expressed in foot-poundals instead of in foot- 
pounds. As the earth's attraction for a one-pound mass is 
g poundals (§§ 112 and 113)^ it is evident that to lift one 
pound one foot would require^ foot-poundals of work. One 
foot-pound, then, equals g foot-poundals. Hence, if we use 
this latter unit in expressing kinetic energy, we have in the 
case of m lbs, moving with a velocity of v ft. per second, 

kinetic energy = i-^- X g\ ft.-pls. = — ft-pU. 

131. The Dyne-centimeter or Erg.— Physicists, as distin- 
guished from engineers, are, the world over, in the habit of 
reckoning in grams and centimeters, rather than in pounds 
and feet or kilograms and meters. They generally take as 
their unit of force the dyne (see § 112), and as their unit 
of work the work done by one dyne acting a distance of 
one centimeter. This unit may be called a dyne-centi- 
meter, but it is used so much that a special short name is 
given it. It is called the erg. If in the paragraph just 
preceding we write grams instead of pounds, centimeters 
instead of feet, and dynes instead of poundals, g being in 
thi3 case 981 nearly, we shall arrive at the general formula 

kinetic energy = ^r— ergs. 

In short, when we use a gravitation unit of work, that is, a 
unit of work based upon a gravitation unit oi force (see § 4), 
we must write 

kinetic energy = — ; 

but when we use an absolute unit of work, that is, a unit of 
work based upon one of the so-called absolute units of force 
(see § 113), we must write 

kinetic energy = — 
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132. Sstimatioii of Potential Energy.— It wonid be diffi- 
cult to give here any useful formula for the amount of 
potential energy contained in a body or system of bodies^ 
in any case except that of bodies raised above the earth's 
surface. In such a case if m is the mass of the body and if 
A is its height above the earth's surface^ we see that the 
body in descending to the earth may be made to exert m 
gravitation units of force throughout a distance 7t. Hence 
its potential energy, reckoned in gravitation units of work^ 
is VI X 7*. In "absolute" units of work it is m X A X ^r. 

133. Conservation of Energy. — A body thrown upward 
spends its kinetic energy in doing work against gravitation^ 
in pulling itself away from the earth, but the work thus 
done goes to store up potential energy. While the body 
falls this potential energy is turned back into kinetic 
energy. This is a familiar example of change from one 
form of energy to the other which is continually going on 
about us, sometimes visibly, frequently unseen. Energy 
takes extremely subtle shapes, in heat, in light, in electric 
currents, in chemical conditions, but the two classes kinetic 
and potential include all forms of which we have knowl- 
edge. " All such forms are so related that energy in any 
one of them may be turned into any or all of the others in 
succession and back finally to its first shape. 

" In actually performing such a circle, or cycle, of trans- 
formations we observe an apparent loss. We bring back to 
the original form a smaller amount of energy than we 
started with. Thus a ball thrown upward returns to the 
hand with diminished velocity. We must not, however, con- 
clude from such trials that there is any real destruction of 
energy in the process of transformation. 

" If we were to take a quantity of water filling a certain 
vessel and pour it into a dozen vessels in succession until 
we reach the first vessel again, this vessel would not now be 
filled, but we should not infer from this any real destruc- 
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tion of the substance of the water. We should account for 
the apparent loss by the amount left clinging to the sides 
of the vessels^ or absorbed by them, or spilled, or evapo- 
rated, or possibly changed by chemical action into some 
different form of matter; and we should have not the 
slightest doubt that, if all these small amounts could be 
collected, they would just fill the space now empty in the 
vessel. This confidence is the result of long experience, 
which has taught us to believe that matter cannot be de- 
stroyed. 

*^ Equally long experience has been teaching the somewhat 
more subtle truth that energy cannot be destroyed, that its 
apparent annihilation in its transformation, or wasting 
away without transformation, is to be explained, like the 
disappearance of water in the process described above, 
merely, as an escape in various ways from the immediate 
scope of our observation. But so numerous, and in many 
cases obscure, are these ways of escape, that their full ex- 
tent and significance have been perceived only within quite 
recent years. 

*'The belief that energy cannot be destroyed or dimin- 
ished, and the converse belief that energy cannot be cre- 
ated or increased, — which latter belief is practically rejected 
by those who attempt to * invent perpetual motion,' — 
constitute the doctrine of the Conservation of Energy. All 
the familiar devices for the advantageous application of 
mechanical power, such as the lever, the inclined plane, 
and the hydraulic press, ai'e simple examples of the truth 
of this doctrine, and their laws may be at once deduced 
from it.' '^ 

1 Hairs Elementary Ideas, Definitions, and Laws in Dynamics, pp. 
28,29. 



164 psTsroa. 

Questions and Problems. 

1. The deck of a steamer is 40 ft wide. A ball is rolled 
across the deck at right angles to the steamer^s coarse. If ^ |^ 
the ball crosses in 6 seconds and the boat^s rate of motion 1 
is 10 miles per hour^ how far does the ball trayel in the 6 
seconds ? 

2. A car is moving at the rate of 20 miles per hour; (i 
how far will a bullet, let fall from the car at a point 7 feet ^ 
above the ground, move along the track before striking 
the earth ? 

3. State what kind of motion is caused by a single con- 
stant force. Illustrate your answer. --' ^^ . * '^ . - ' *^ 

4. Explain exactly how the experiment on the inclined 
plane, in Exercise XIII, leads to conclusions regarding the 
coefficient of friction. 

5. Demonstrate by aid of a diagram that the steepness 
of an incline that will just allow a block to slide down it, is 
independent of the weight of the block. 

6. A body weighing 6 lbs. rests upon an inclined plane 

10 ft. long, whose height is 6 ft. and base 8 ft. How great ^ 
is the pressure which the body exerts normal to (perpen- 
dicular to) the inclined plane ? 

How great a force parallel to the incline is required to - 
prevent the body from sliding down when there is no f ric- y 
tion ? when the coefficient of friction is i ? 

7. If a block weighing 50 gms. is dragged at a uniform 
rate along a horizontal sur&u^ by a pull of 20 gms., what 
is the coefficient of friction ? 

8. A block slides with uniform velocity down a board 
2 m. long, when one end of the board is raised 50 cnu 
above the table-top. What is the coefficient of friction? 

9. If the coefficient of friction is 1, what angle must the 
inclined plane make with a horizontal surface to cause a 
block to slide at a uniform rate ? 
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10. A street-car is moving northeast along a track. The 
team is pulling exactly north with a force of 800 lbs., and 
continues to do so while the car moyes far enough along \ 
the track to go 12 ft. north. How much work does the ^ 
team do during this movement? (State the unit in which ^ 
the work is reckoned.) 

11. A ball weighing 60 gms. moving horizontally at the 
rate of 80 cm. per second strikes a ball weighing 200 gms. ^ 
which is at rest. If the smaller ball rebounds with a veloc- 
ity of 20 cm. per second, how great is the velocity imparted 

to the large ball by the collision ? 

12. A ball weighing 50 lbs. and moving with a velocity \ 
of 10 ft. a second strikes squarely a ball at rest weighing 
150 lbs. and imparts to it a velocity of 3 ft. per second. 
What velocity has the smaller ball after the collision? 

13. A bullet 'weighing 10 gms. is shot with a velocity of 
300 m. a second from a rifle weighing 6 kgms. How great b 
a backward velocity is given to the rifle by the discharge? 

14. Suppose that Exercise XX is performed with balls of 
soft putty, C and D. C weighs 150 gms. and swings south ';, 
25 cm., when it collides with D (weight 20 gms.) at rest. 
How far, approximately, will D now swing ? IX, 

15. Represent by a diagram three of the forces acting on 
D at the instant of collision and name the forces. Draw a 
dotted line for their resultant. 

16. The momentum (§ 119) of a certain body is 600. It 
encounters a constant resistance of 50 absolute units (§ 112). 
How long will it continue to move? Can you tell how far 
it will move ? 

17. If a mass of 1 mgm. is acted on by a force of 1 dyne 
for 10 seconds, no other forces being applied to it, how 
much energy will it acquire in that time if it starts from 
rest? 

18. Define carefully the dyne and erg, the poundal and 
foot-poundal. Define work. 
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19. A block weighing 10 lbs. rests upon an incline such 
that the block must move 5 ft. in order to rise 3 ft. The 
pressure of the block against the incline is in this case 8 
lbs. Let the coefficient of friction be i. How much work , 
must be done against gravity by a force parallel to the ^^ 
incline in drawing the block 5 ft.? How much work 
against friction? 

20. If a body whose mass is 100 gms.^ originally moving 
due north with a velocity of 20 cm. a second on a perfectly 
smooth horizontal surface^ be acted upon by a force of 500 
gms. due northeast and an equal force due northwest, what 
velocity will the body have at the end of one second, and 
how far will it have moved during that second ? o2^ 

21. An engine pulls with a force of 4000 lbs. upon a 
train of cars weighing 400,000 lbs. upon a horizontal track. 
If the friction of the train were zero, how great a velocity 
would it acquire in one second, starting from rest? If 
the coefficient of friction were j^^, how great a velocity 
would be acquired in one second ? 

22. If friction of the cars were zero, how steep an incline 
could this train ascend, the engine continuing to exert a 
force of 4000 lbs. ? The coefficient of friction being ^^, 
how steep an incline could the train ascend? (Express 
steepness of incline as a certain number of feet rise for a 
certain number of feet of track.) 

23. Two bodies initially at rest move towards each other 
in obedience to mutual attraction. Their masses are 
respectively 20 gms. and 100 gms. If the force of attrac- 
tion be -jV of ^ dyne, find the velocity acquired by each 
mass in 30 seconds. -^^ ' ^'^ 

24. A body weighing 100 lbs. rests upon an incline. 
How much work must be done in drawing the body 10 ft. 
up this incline, the vertical ascent being 6 ft. and the coef- 
ficient of friction being |? 

25. A hammer hangs vertically, head downward. The 
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Centre of gravity of the head, which weighs 16 lbs., is 3 ft. ^ >, 
below the point of support. The centre of gravity of the \ \ 
handle, which weighs 1 lb., is 1 ft. below the point of 
support. How much work is necessary to lift the hammer 
into a horizontal position at the level of the point of 
support ? C^ 

26. The kinefcic energy of a certain body is 600 ergs. It ^ - 
encounters a constant resistance of 50 dynes. How far \ .^ 
will it go before coming to rest ? Can you tell how long it 

will continue to move? 

27. If the mass of a body is 50 lbs. and it is moving with 
a velocity of 30 ft. per second, how great is its kinetic 
energy as reckoned in absolute units? Beckoned in gravi-*^"^^ ^"^^^ 
tation units ? Name the units of energy in both cases, and 
explain the difference between the numbers. z^) 

28. In a place where the average barometric height is 75 (^ \ 
cm., what is the value in dynes of the atmospheric pressure a 3^ 
per square centimeter? 

29. A bar 20 ft. long is placed horizontally, A force 
of 100 lbs. due north is applied to the bar at a point 

5 ft. from one end and a force of 250 lbs. due south is I ;\ ' 
applied at a point 10 ft. from the same end. How great a \ 
force would just neutralize these two forces, and at what 
point of the bar should it be applied ? 

30. A uniform bar 12 ft. long and weighing 10 lbs. bears 
at one end a load of 8 lbs. and at the other end a load of 

16 lbs. The bar so loaded is placed horizontal upon a "^ 

supporting point. How great is the pressure upon the 
support, and how fiir must the support be from the end 
bearing the 8 lbs. load ? 

31. A beam 12 ft. long and weighing 8 lbs. has 

at 9 ft. from one end a force of 7 lbs. acting downward, 
'' 4 " " same" " " '' 5 " " upward, 

and is in equilibrium. Find the magnitude of a and of b. 
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CHAPTER VIII. 

HEAT: TEMPERATURE, THERMOMETRY. EXPAK8I0N 
OP SOLIDS, OF LIQUIDS, AND OF GASES.' 

134. Seniation of Warmth. — The bodies which we touch 
and handle in every-day life might be roughly classified as 
warm^ cold^ or in a neutral condition^ that is, giving us 
neither the sensation of warmth nor of cold. This classifi- 
cation is an exceedingly variable one at best, depending 
largely upon the condition of the observer at the time. To 
the hands of any one coming indoors on a cold winter's 
day^ a basin of water at the temperature of an ordinary 
living-room feels warm, while the same water at the same 
time would feel cool to any one just risen from a warm bed. 
That something which is capable of producing in us (under 
favorable conditions) the sensation of warmth is called hmt. 

135. Warm Bodies impart Heat to Cooler Ones.— When 
a tea-kettle of cold water is placed on a hot stove the water 
itself soon becomes hot; so does a flat-iron, a soapHstone, or 
other solid object, placed on the stove. If a hot soap-stone 
is set on a brick hearth to cool, we shall soon find the stone 
cooler and the bricks warmer than at first. It would not 
be safe to assert that the bricks give out no heat to the 
stone, but the net result of whatever transferences may 
have taken place is clearly in favor of the bricks. In this 

* This chapter and the following one can be taken up to the best 
advantage in the winter. Snow is better than ice for most experi- 
ments on heat, and in Exercises XXIV to XXYII inclusiye, the steam 
used may, in a steam-heated building, be taken direct from the radi- 
ators, care being taken to ascertain by the thermometer its tempera- 
ture as used. Much time may be saved by filling ''apparatus A*' 
(§ 140) with boiling-hot water at the beginning of experiments in 
which steam is to be generated. It is well to have this hot water 
ready at the beginning of the laboratory-period. 



HSAT. 



case the latter would be a long time in attaining the same 
degree of warmth that the stone possessed, bat in many 
instances two substances may be so mingled that at the 
close of the opemtion their degree of warmth shall be the 
same. For example, cold water stirred into a body of hot 
water, or heated shot poured into cold water, with thorough 
stirring, will leave a mixture of the same degree of warmth 
throughout. 

136. Expansion produced by Heat.— The physicist needs 
some more trustworthy measure than the unaided senses 
can furnish of the condition of bodies as regards heat, and 
a convenient measure for this purpose is furnished by the 
increase of volume which most bodies undergo when heated. 

EXPERIMENT 18. 
Take the apparatus known as Gravesande's ring, which consists of 
a metallic ring (usually of brass) in which a 
metallic sphere fits so closely as just to drop 
through by its own weight at ordinary tem- 
peratures (Fig. 46). Heat the sphere in the 
Bunsen flame and try to drop it through the 
ring. While the sphere is still hot, heat the 
ring and see whether the sphere will now drop 
through. 

EXPERIMENT 19. 
Get a straight compound bar, formed of a 
strip of brass 2 or 3 mm. thick, 2 cm. wide, 
Fio. 46. jyjjj j5 Qj. 3Q gm long, riveted or bound with 

wire to a similar strip of iron (Fig. 47). Move this bar back and 

B 





Fio. 47. 
forth in the Bunsen flame until it becomes hot throughout;— do 



o 
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not heat it to redness. Notice whether the bar is still straight while 
hot, and if not, which metal lies on the convex and which on the con- 
cave side. If convenient, after cooling the bar to the temperature of 
the room, bury it for some minutes in a freezing mixture of ice and 
salt and again examine its shape. Are the two metals, brass and 
iron, equally expanded by heat ? Give reasons for your answer. 

EXPERIMENT 20. 

Take an " &ir-thermometer bulb " of 4 or 5 cm. diameter with a 
tube of not more than 8 or 4 mm. inside diameter (Fig. 48). Invert 

this bulb, and immerse the 
open end of its tube in a 
glass of water colored red by 
any of the red "package 
Fio. 48. dyes" sold by druggists. 

Heat the bulb by applying the hand, or cautiously by means of a 
Bunsen flame, and note the effect. Then allow the bulb to cool and 
observe what occurs, the end of the tube remaining all the time in 
the water. 

EXPERIMENT 21. 

Take two bulbs like Fig. 48 and fill > each to a height of 1 or 2 cm. 
of its stem, one with water and the other with kerosene. Now after 
marking the height of the liquid surface in each stem, immerse both 
bulbs in a shallow pan nearly full of almost boiling water, and note 
the height of each liquid surface in its tube after the bulbs have been 
immersed some minutes.' 

1S7. Conclusions. — We have now shown that certain 
solids, liquids, and gases expand on the application of heat. 
(Point out just how this has been shown.) We have found 
indications, moreover, that different substances expand un- 
equally with the same rise of temperature. The conclu- 

> A small glass funnel and a short india-rubber tube may be used 
for this operation. A fine wire thrust down into the stem of the bulb 
will be of great assistance in removing air-bubbles which might pre- 
vent the descent of the liquid. 

' Do not allow any Bunsen or other flame to remain anywhere near 
the bulb-tube containing the heated kerosene, since the latter may 
give off inflammable vapor. 
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sions which we have reached from the experiments just 
discussed would only be confirmed by further investiga- 
tion^ and we should find that most solids^ liquids^ and 
gases are expanded by being made warmer,* and that each 
solid or liquid substance has a degree of expansion peculiar 
to itself. It is important to notice the exact meaning of 
the observed rise of liquid in the tubes attached to the 
bulbs, filled respectively with kerosene and with water. 
Since solids in general expand on the application of heat, 
and glass is no exception to this rule, the interior of the 
bulbs must have become larger on being placed in the hot 
water.' (This is indeed shown by the fact that at the very 
instant of placing each bulb in the hot water the liquid 
surface in the stem fell.) If the interior of each bulb 
expanded just as much as the liquid which it contains, it is 
plain that there could be no rise of either liquid surface, so 
we must conclude that the amount of expansion of each 
liquid was greater than that of the glass, and that the rise 
of the liquid surface measured the difference between the 
amount of expansion of the liquid and that of the glass. 

138. The Mercurial Thermometer. — The thermometer 
furnishes a means of comparing the temperatures, or 
degrees of warmth, of bodies. The process of making an 
ordinary thermometer consists of several steps. First a 
piece of thick-walled small-bore tubing known as ther- 
mometer-tubing is taken and the uniformity of the bore is 
tested by means of a short column, or "thread,'^ of 
mercury, which is placed in various positions in the bore 

> Exceptions to this rule are mentioned later. 

' The experiment with ball and ring has shown that the hole in a 
ring grows larger when the ring is heated. When a glass flask is 
heated it expands as if it were the outer envelope of an expanding 
solid lump of glass. The space inclosed by the flask Increases in 
volume just as much as it would if it were filled with a solid lump 
of glass. 
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and measured as to length in each position. A balb^ R 
(Fig. 49), is then blown upon one end of the tube, and at 
the other end a reservoir for mercury. 
By with a slender prolongation and a 
minute opening. B is heated until 
the air within it is somewhat rarefied 
and then plunged into mercury. The 
cooling effect produced by the latter 
causes the inclosed air to contract, 
and considerable mercury enters the 
Fio 49. reservoir B. The end B is now 

raised somewhat higher than Ry the 
point is sealed up, R and the stem are somewhat heated to 
rarefy the contained air and then cooled to allow the 
mercury to sink into R. The point is then unsealed by 
breaking, and the mercury in R is boiled so that its vapor 
shall drive out the air in the stem and B. This and simi- 
lar operations are continued until nothing is left in the 
bulb and tube but mercury and mercury-vapor. Then 
finally the tube is strongly heated just below By drawn out 
to a point and sealed. 

Inexperienced students should not try to boil mercury, 
as its vapor is poisonous. 

139. Oraduation of the Thermometer. — Upon experi- 
menting with the instrument just constructed we shall 
find that the mercury column in the tube will rise when 
the bulb is heated and sink when the bulb is cooled. The 
amount of rise produced by a given increase of tempera- 
ture depends on the ratio of the diameter of the tube to the 
capacity of the bulb, and upon the difference in the 
amount of expansion of mercury and of glass for equal 
increments of temperature. Through the range of temper- 
atures within which the thermometer is most used the 
expansion of mercury is about seven times that of glass. 
Besides the mere determination whether one body is 
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hotter or colder than another^ which is all that we can gain 
from the use of our ungraduated thermometer^ there is 
need of some means for measuring differences of tempera- 
ture. A practical measure is secured by graduating the 
thermometer. It has been ascertained by an immense 
number of observations that the point at which ice melts 
and that at which water boils are substantially invariable, 
provided certain conditions are maintained.* These con- 
ditions are chemical and mechanical purity and a standard, 
unvarying, pressure. Slight chemical or mechanical im- 
purity affects these temperatures but little. Ordinary 
changes of atmospheric pressure affect the melting temper- 
ature extremely little, but they affect the boiling tempera- 
ture of water very perceptibly. These changes are easily 
observed by means of the barometer and allowance for their 
effects is, as we shall see, easily made. Advantage is taken 
of the peculiarly constant behavior of water to establish 
"fixed points ^^ on the thermometer-tube. The instrument 
is first placed upright, with the bulb and the stem plunged 
in melting snow or melting powdered ice to such a depth 
that the top only of the mercury-column is visible. The 
position of the top of the mercury-column, when it has 
ceased to descend, is marked by a fine transverse scratch 
on the tube. The thermometer is then removed from the 
ice and placed upright in a vessel in which the bulb and 
the greater part of the stem can be perfectly surrounded 
by an abundant supply of freely escaping steam, the opera- 
tion being performed, if convenient, at a time when the 
barometer reads very nearly 76 cm. After the mercury has 
ceased to rise in the stem, a fine scratch across the latter is 



' A like statement can be made concerning other solids and 
liquors, but ice and water are the most convenient for use in 
graduating thermometers. Some solids gradually soften before 
melting, so that they have no definite melting-temperature. 
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made at the top of the mercury-column, and the ther- 
mometer is then removed from its position. If the ther- 
mometer is to be graduated by the Centigrade system (§ 143), 
the portion of the tube between the melting-point and the 
boiling-point marks is now to be divided into a hundred 
equal parts^ numbered from at the bottom to 100 at the 
top^ and these divisions engraved on the stem of the 
thermometer^ or ruled on a slip of paper fastened to the 
thermometer-stem and protected by a larger inclosing 
tube^ or engraved on the metal case to which the ther- 
mometer-bulb and tube are fastened^ or in some other way 
fixed in their proper places. The same graduation is con- 
tinued above and below the melting and the boiling point. 
If the thermometer is intended for any accurate work the 
tube before or after filling with mercury should be " cali- 
brated," a short column of mercury being forced through 
it a few millimeters at a time, and the length of this 
column measured in successive portions of the tube. By 
this means, even if the tube is not of equal diameter 
throughout, it may be divided into successive portions, all 
of equal capacity , and the graduation afterwards made in 
accordance with these. 

140. Apparatus for Heat Exercises.— In the following 
heat-experiments cork-stoppers, of ordinary sizes, and 
cork-borers must be used so frequently that it will not be 
necessary to mention them in the special lists of apparatus 
for particular experiments. A certain other piece of appa- 
ratus will be used several times and may well be described 
here. It will be called 

Apparatus A. 
A cylindrical sheet-copper vessel about 15 cm. tall and 
10 cm. in diameter, supported on three legs, which are 
kept from spreading by a circular plate, or a ring, of sheet- 
copper connecting them all at the bottom. These legs 
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should raise the vessel about 20 cm. from the table upon 
which they stand. This vessel is to be used as a boiler^ 
and has, leading out about 2 cm. from the top, a side tube 
about 5 cm. long and 6 or 7 mm. in diameter, through 
which the steam may be carried off, in a slightly ascending 
direction, when the top of the vessel is closed. A conical 
tube of sheet-copper about 30 cm. tall is made to fit the 
top of the cylindrical vessel internally, as the cover of a tin 
pail fits. (It must fit well, for the junction should be, as 
nearly as practicable, steam-tight. The top of the cylinder 
should therefore not be wired, but should be left flexible.) 
The open top of the conical tube is about 2.5 cm. in 
diameter and of such a shape as to be readily closed by a 
cork stopper. A side tube, similar to that on the cylindri- 
cal vessel but only 2 cm. long, leads out from the cone 
about 2 cm. from the top. Through this tube, the other 
apertures being closed, steam escapes when the apparatus 
is used in testing the boiling-point of a thermometer. 

A Bunsen burner, with attached rubber tube, or some 
other means of supplying heat will, without further men- 
tion, be supposed to accompany apparatus A in all cases. 
[See Fig. XV.] 

[It seems best here to depart somewhat from the order 
of the exercises as given in the Harvard College pamphlet.] 

141. EXERCISE XXIII. 

TESTING A MERCURY THERMOMETER, 
[Trowbridge, Exp. 99. Worthington, Ezps. 6, 7, and 9, pp. 160 and 161.] 

Apparatus and material: The thermometer to be tested. 
About H kgrm. of ice or snow. The ''dipper'* used in Ex. 
XXVn, or some other vessel of like size for holding the broken 
ice. Apparatus A. A barometer. 

Break the ice into fine pieces, the finer the better, and fill the 
dipper with it. Add enough water to fiU the space between the 
lumps of ice. Thrust the bulb of the thermometer down into the 
middle of the cup until the point marked 0" (the thermometer in 
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mppoied to have the Centigrade scale) is only 1 or 2 mm. above 
the surface of the water. Qive the mercury column time to 
descend as far as it will and then record the reading. (In this 
experiment and in most others read the thermometer with care. 
If its shortest divisions are a millimeter or more in length, try to 
read to tenths of these divisions. In reading a thermometer 
place the eye in such a position that a straight line drawn frov 
its centre would strike the thermometer at right angles at the top 
of the mercury column.) 

To test the boiling-point fill apparatus A with water to the 
depth of 3 or 4 cm., put on the cone, close the side tube leading 
from the main part of the apparatus, perforate a cork stopper 
fitting the top of the cone and thrust the bulb and stem of the 
thermometer down through the cork until the point marked 100** 
is not more than 2 or 3 mm. above the top of the cork, stopping 
before this, however, if the bulb of the thermometer approaches 
within 2 or 3 cm. of the water. Keep the water boiling until the 
mercury column rises as far as it will and then record the reading. 

The water should not be allowed to boil violently, lest the 
boiUng-point be raised by undue pressure of the partially con- 
fined steam. The student should test the efiiect of such confine- 
ment upon the temperature of the steam by partially closing the 
exit tube while the water boils, by holding a wadded handker- 
chief against its mouth, watching the indications of the ther- 
mometer meanwhile. There is also a possibility of error, with 
the apparatus A, from a superheating of the upper part of the 
boiler by. the stream of hot gases from the flame. This error is not 
likely to become important, unless the flame is unusually large 
and the water in the boiler low. 

The reading of the barometer should be taken at the time when 
the boiling-point is tested. In seeking on a thermometer for the 
boiling-point under standard conditions it is sufficiently accurate 
for most purposes to deduct from or add to the observed reading 
of the thermometer in steam at the rate of 1** O. for 27 mm. excess 
or deficiency in the height of the barometer column, 760 mm. 
being considered the standard height. 

After the boiling-point has been found ^ the thermometer should 

* As in some experiments the bulb only of a thermometer is sur- 
rounded by steam, it is well to find by actual trial how much the 
reading in such a case will differ from that obtained when the whole 
Stem up to the 100** mark Is in steam. 
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be allowed to cool in air, and should then be placed in ice again 
for a new determination of the freezing-point. If this point as 
now found is different from that previously found, the new point 
should be taken as the true one for any immediate use of the 
thermometer.^ 

After the zero-point has been finally determined, apply a flame 
to the metal vessel that contains the ice or snow, and, continually 
stirring the ice or snow with the thermometer-bulb, note the 
indications of the thermometer as the melting proceeds. 

142. Discussion of Besnlts. — Even if the thermometer 
used is a pretty good one, considerable errors may be 
detected in the position of the standard points on the scale, 

' The operation of determiniDg the freezing-point and boiling-point 
is profitable for the student on account of the light it throws on the 
theory of the thermometer, but the innccuracies detected in tljp 
operation need not, unless they are greater than 1**, be considered in 
the heat-experiments of this course. 

In estimating, from observations upon the freezing and boiling 
points, the error of a mark lying between these points, account must 
be taken of the nearness of the mark in question to the freezing and 
boiling points. Thus, on a Centigi-ade thermometer the error of the 
50° mark is to be taken as a mean of the errors of the 0** and 100° 
marks. In estimating the error of the 25° mark three times as much 
importance should be attached to the error of the 0° mark as to 
that of the 100° mark, etc. 

Besides such errors as have just been considered, and which may 
come from a change in the glass after the graduation is made, there 
are usually other errors due to uneven ness in the size of the bore of 
the tube. The evenness of the bore may be tested thus: Hold the 
thermometer as one holds a pen, but with the bulb uppermost, and 
strike the palms of the hands together, thus breaking off from the 
main body of mercury a column 10 or 15 divisions long. Measure 
the length of this column in divisions of the thermometer at various 
parts of the scale. If the graduation is correct the column will ex- 
tend over sensibly the same number of divisions at all parts of the 
scale. In this way gross errors in graduation may be easily de- 
tected; but the complete calibration of a thermometer is a tedious 
task, and one not demanded by the standard of accuracy which 
is deemed advisable for this course. 
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and conseqaently in the scale as a whole. One such error, 
known as the elevation of the zero-point, arises from the 
fact that when the bulb of the thermometer is blown the 
glass of the bulb cools before its particles become entirely 
accommodated to each other as they were before the press- 
ure necessary to the operation of blowing was brought to 
bear upon them. As a result of this the bulb continues to 
shrink perceptibly for some weeks or months, after which 
the change is much more gradual/ If the thermometer 
was not filled until a year or more after the bulb was 
blown, and was not graduated until some months later, the 
reference-points of the graduation, if once properly placed, 
will on the whole remain correct enough for ordinary pur- 
poses. If, however, the bulb was filled and the stem 
graduated as soon as made, it is probable that after a time 
the mercury-column, when immersed in melting ice, will 
no longer contract to the zero-point of the graduation. On 
the other hand, even in good thermometers, the expansion 
of the bulb, produced by heating it to the temperature of 
boiling water, is somewhat lasting and produces a tem- 
porary lowering of the zero-point. The explanation of the 
directions given for correcting the observed boiling-point 
with reference to barometric height may be deferred until 
after the performance of Exercise XXII. 

143. Comparison of Thermometer-scales. — Unfortunately 
there are three thermometer-scales in somewhat general 
use, the Centigrade, already described, the Reaumur, and 
the Fahrenheit. The Reaumur scale differs from the Cen- 
tigrade only in the fact that the space between the two 
standard points, of freezing and boiling water, is divided 
into 80 instead of 100 equal parts, so that 1 Reaumur 
degree equals 1.25 Centigrade degrees. The Fahrenheit 

' Delicate observations have, however, shown the existence of a 
gradual shrinkage for many years. 
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bears a leas simple relation to the Centigrade. 
Fahrenheit, its inventor, divided the space between the 
temperature found in melting ice and that found in boiling 
water into 180 equal parts, and placed the zero of his scale 
at a point 32 like divisions below that of the melting-point 
of ice. 

The annexed diagram (Fig. 50) shows the relation between 
the two scales more simply than any 
verbal statement. In order to find 212^ locR- 
the equivalent of a Centigrade de- 
gree in Fahrenheit degrees we need 
only remember that 100 Centigrade 
degrees = ISO Fahrenheit degrees. 
Therefore 1 Centigrade degree is 
l^j (= I) of a Fahrenheit degree, 
or 1 Fahrenheit degree = |^ of a 
Centigrade degree. In order to re- 
duce temperatures from one scale 
to another we must take account 
not only of the different values of 
the degrees of the two scales, but 
also of their different starting- 
points. Suppose that it is re- 
quired to reduce a temperature of 
15*^ C. to the corresponding temper- 
ature on the Fahrenheit scale: 15 
Centigrade degrees = 15 X |(= 27) 
Fahr. degrees, but the Centigrade 
temperature was measured from a 0^ 17.8^ i«^ 
point coinciding with 32° Fahr., so fio. 50. 

the required temperature is 27°+ 22° (= 69°) Falir. Sup- 
pose that it is required to reduce the temperature 68° 
Fahr. to the corresponding Centigrade temperature: 68° 
Fahr. is 68° — 32° (= 36) Fahr. degrees above the Centi- 
grade zero. Therefore the required temperature is 36 X { 
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(= 20°) C. Stated as formulaa the rules for reduction of 
temperature would be as follows: 

i?~ = C^' X i + 32^ 
Cr = {1^ ^ 32°) X f 

144. Linear Szpansion of Solids. — Xearly all of the solid 
substances which have been tested are found to expand in 
all directions as their temperature rises.^ This statement 
holds good only so long as the solid remains such ; — solids in 
melting may either expand or contract. If the increase of 
size is observed or estimated only in one direction^ as for 
example in the lengthening of a bar of metal, the increase 
is called the linear expansion of the bar. In all ordinary 
cases this lengthening is so slight as to be nearly impercep- 
tible. Although spaces are left between the ends of the 
rails in laying a railroad-track, to allow of the expansion 
which may be produced by hot weather, yet to the unob- 
servant eye the spaces appear unchanged through summer 
and winter. It is only when long pieces or structures of 
metal or of other solid substances are examined that the 
lengthening is very manifest. In the spans of long iron 
bridges the motion of the ends under the influence of 
changes of temperature may become considerable, as in the 
case of the iron and steel railroad bridge across the Forth 
in Scotland. The total length of the bridge, including the 
approach-viaducts, is 8098 feet, and the allowance for 
expansion of iron-work over the whole length is 6 feet. 
The amount of expansion of most metals and of various 

* Perhaps the only observed exceptions are iodide of silver, the 
compound iodide of lead and silver, Rose's "fusible alloy/* garnets, 
and india-rubber. The last-named substance, if heated when un- 
stretched, expands in all directions, but if it is stretched, rise of tem- 
perature increases its already existing tendency to contract. In 
other words, rise of temperature increases its elasticity (§ 10). 
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other solids per degree Centigrade lias been ascertained by 
many accurate experiments, and it is found that the 
expansibility varies greatly with the substance (see Appen- 
dix), no two ordinary metals, for instance, expanding the 
same amount for the same increase of temperature. 

145. Modes of Observing Expansion. — In order to meas- 
ure the trifling increase of length of the rod or bar ex- 
perimented upon, it is necessary to magnify the actual 
movement of the free end of the rod, either by a suitably 
adjusted microscope or by some mechanical device. In the 
following exercise a rough illustration is given of the latter 
mode of proceeding. 

146. EXERCISE XXIV. 

LINEAR EXPANSION OF A SOLID, 

Apparatus: A cylindrical tube of brass about 6 or 7 mm. in 
diameter and about 60 cm. long. A cylindrical tube of sheet-iron, 
tinned or '^galvanized," open at both ends, about 2.6 cm. in inter- 
nal diameter and 6 mm. shorter than the brass tube which is to 
be heated in it by the action of steam.^ 

Two large cork stoppers to close the ends of the main tube, and 
through which the ends of the brass tube are to prqject. A 
wooden rack for holding the iron heating-tube in position.' 
[Pig. XV.] 

* Near each end of this tube a short tube about 6 mm. in internal 
diameter and about 3 cm. long is inserted in such a way that wben 
tbe main tube is nearly horizontal steam may enter it downward at 
one end and leave it downward at tbe other end. A tube about 
1 cm. long and 1.5 cm. wide inserted at tbe middle of tbe main tube, 
on tbe same side as the entrance-tube, gives admission to tbe bulb of 
a thermometer. 

It has been suggested that this tube can be used as the condenser 
of a still for obtaining distilled water. For this purpose use a larger 
brass tube and send through it a constant stream of cold water, lead- 
ing steam as before into the outer tube. 

* This has a base-board, protected from warping by cleats on each 
side, about 1 m. long and 15 cm. wide, on which are two uprights 
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Apparatus A for generating steam. A rubber tube 70 or 80 
cm. long for carr3ring the steam to the iron heating-tube, and a 
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small vessel to catch the water which drips from the exit. A 
thermometer reading to 100** C. 

about 15 cm. tall, each having a wide-angled V-sbaped notch at the 
top, in which the tube rests. Another upright, somewhat taller, 
against which one end of the brass tube is to rest while in use, is 
placed at one end of the base-board. A screw with a broad head is 
driven horizontally into this upright in such a position that one end 
of the brass tube may rest against the head. An upright at the 
other end of the base-board is to hold a mm. scale in a vertical posi- 
tion. The end of the long arm of a right-angled lever is to move up 
and down along this scale, the vertical short arm, which should be 
a metal strip, resting against one end of the brass tube, the fulcrum 
of the lever being the cylindrical part of a screw which is fixed 
horizontally in another upright attached to the base-board. The hori- 
zontal long arm of this lever should be a piece of wood about 45 cm. 
long, li cm. wide horizontally, and 1^ cm. thick near the fulcrum. 
The arrangements should be such as to make the movement of the 
index along the mm. scale about twenty times as great as the expan- 
sion of the bar. 
A "machine" screw should be used for the fulcrum, and the 
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Adjust the brass tube along the azia of the main cylinder, the 
ends passing through the centres of the large corks closing the 
ends of the cylinder and projecting only 2 or 3 mm. at each end. 
(As little of the tube as practicable should be imbedded in the 
corks. Hence the corks should be cut down very short) Fix 
the thermometer, passing through a cork, in the short tube at the 
middle of the main tube. Place the entrance-end of the cylinder 
next to the lever and depress the exit-end a little (one upright of 
the rack should be a few millimeters higher than the other) in 
order that the water which will be formed by condensation in the 
tube may drain off. After everjrthing is actuated, but before 
steam or heated air begins to enter the cylinder, measure the long 
arm of the lever, Le., the distance from the centre of the fulcrum- 
screw to the mm. scale, and the short arm, L9^ the distance from 
the centre of the fidcrum- screw to the point where the end of the 
brass tube touches the vertical arm (which point should be in a 
vertical line with the centre of the fulcrum), read the indication 
of the lever and note the temperature in the cylinder. Then heat 
quickly with a generous flow of steam, watching the thermometer 
and letting the steam flow for a few minutes after the mercury 
ceases to rise, or as long as the end of the lever continues to rise.* 
When a stationary condition is reached, read the mm. scale and 
the thermometer again, then detach the tube from the boiler, tak- 
ing the greatest care not to disturb the cylinder in any way, allow 
the apparatus to cool, occasionally pressing the back end of the 
brass tube against the head of the bed-screw, and note whether 
the index returns in time, as it should, to its original position. 

With the data given by this experiment calculate the coefficient 
of expansion for the brass used, Le., the ratio of the expansion per 
1*" C. to the original length of the tube. 

(It is well in this experiment to shield the wooden rack, as 
much as practicable, from the radiation of the flame and the 

lever should turn upon it readily by its own weight, yet without 
looseness. 

[This apparatus has recently been improved by using a brass cast- 
ing at the fulcrum end of the lever and by soldering a very short 
piece of fine steel wire to the brass tube to press against the short 
arm of the lever.] 

' It is best to calctilate the temperature of the steam when a ba- 
rometer is available, instead of depending upon the thermometer. 
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boiler. Oare should be taken, moreover, to prevent the iron 
heating-oyUnder from rotating. This can be done by making the 
entranoe-tube lean against the post that carries the fiilcrum.) 

147. Calculation of the Coefficient of Expansion of Brass. 
— From the data obtained we are now to calculate the 
coefficient of expansion of brass for 1° Centigrade, that is, 
the fraction of itself by which the length of a bar of brass 
is increased when its temperature is raised 1° C. Our 
calculation assumes that the expansion is equally great for 
each and every degree of the rise of temperature. This is 
not quite true. The quantity which our calculation gives 
is the average, or mean, value of the coefficient between 
the limits of temperature used. 

We do not know, without calculation, the amount by 
which the bar was lengthened, but we do know the 
number of millimeters traversed by the pointer on the 
scale; and from this, knowing the length of the two lever- 
arms, we can calculate the actual elongation of the bar, 
which will be called e. 
Let t°^= the temperature of the room at the beginning 
/ of the experiment; 
<^° = highest temperature at which a reading was 

taken (= 100^ ±); 
I = length of bar at t° ; 
I' = length of bar at ^'°; 
k = coefficient of linear expansion for 1° C. 
Then from the very definition of the coefficient of expan- 
sion we have 



{f -t) ' ''-^ {t'-t)V 
We may evidently write also 

e = k{t'-t)ly and V = 1 + e-l{X-\-k{t'- f), 
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equations which will be found useful in problems relating 
to expansion. The way in which k is used in the latter 
equations shows, to those who have studied algebra, why it 
is called a coefficient. 

148. Coefficient at Different Temperatures. — For metals 
between 0° and 100° the coefficient of expansion is usually 
nearly uniform, but through wider ranges of temperature 
this uniformity does not hold good in the case of metals or 
of other solids. It is found that as the temperature grows 
higher expansion usually proceeds at a more rapid rate. In 
the case of a specimen of glass whose mean coefficient per 
degree was ascertained, first from 0° to 100° and then from 
0° to 300°, the coefficient k was found in the second case 
to be about 20 per cent, larger than in the first. 

149. Coefficient of Cubical Expansion. — Since each edge 
of a cube whose length at 0° is 1, becomes 1 + k at 1°, the 
volume of the cube which at 0° was 1, will at 1° become 
(1 + *)", or 1 + 3* + 3*' + k\ 

Now the value of k is always a very small fraction (see 
Appendix), and consequently its square or its cube is so 
extremely small a quantity that it may for common pur- 
poses be altogether neglected, so that the value of (1 + ^)' 
is practically equal to 1 + 3*. Suppose, for instance, 
that for some particular substance k = .001. Then if the 
object experimented upon is a cube 1 cm. on an edge, it 
will after being heated 1°, have a volume of (1.001)' = 
1.003003001 ; so that, reckoned to five places of decimals, 
the cubical expansion, expressed as a fraction of the orig- 
inal volume, is just three times the linear expansion ex- 
pressed as a fraction of the original length. This con- 
clusion is confirmed by the results obtained from direct 
measurements of cubical expansion of solids. The coeffi- 
cient of cubical expansion is defined as the ratio which 
the increase of volume for 1° rise of temperature bears to 
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the original volame.' In the case snppofled it is .003, which 
is three times as large as the coefficient of linear expansion, 
.001. If we had not 1 en. cm. only, but a body of V ca. 
cm., haying ib as its coefficient of linear expansion, the 
Yolnme after a rise of temperature from t° to /'^ would be 
V^V (1 + Sir (/'-/)), the increase being 3k (^'-^ ^• 
We shall represent the quantity 3k, the coefficient of 
cubical expansion, by K 

160. Expaniion of Liqnidi. — ^Liquids, like solids, rary 
greatly among themselves in the amount of expansion 
which they undergo for equal increments of temperature 
(see Appendix). In liquids we generally have to do 
with cubical expansion, and we may, as appears from 
§ 137, in measuring this take account either of apparent 
or of real expansion. The real expansion of a liquid may 
be determined by using the device of balancing columns 
described in Exercise X. This method properly applied 
gives the ratio between the density of the liquid cold in 
one branch of the tube, and of the same liquid hot in the 
other branch, and from this ratio the rate of expansion is 
easily found. 

Mercury is the liquid that has been most carefully tested 
in this way. The real expansion of other liquids may be 
determined by a like test, but the more common method is 
to measure first their apparent expansion in glass bulbs 
with slender stems attached, and then add to the apparent 
expansion the expansion of the bulb. The expansion of 
the bulb is measured by means of the already determined 
real expansion of mercury, as follows: fill the bulb and 
stem with mercury at 0°; raise the temperature to 100° and 
catch the small quantity of mercury which overflows during 

* In the case of gases, which are very expansible, it is customary to 
divide the increase per degree by the volume at 0*" C, even when the 
actual starting-point of the expansion is some other temperature. 
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the heating. Weigh this amount of mercury, and weigh 
also the amount which remains in the bulb and stem. 
Knowing the real expansion of mercury, one can calculate 
how great the overflow would be if the bulb did not 
expand. Comparing this with the actual overflow, one can 
find how much the bulb has expanded. 

151. Irregular Expansion of Water and other Liquids. — 
If a thermometer-bulb and tube of suitable proportions 
were filled with boiling hot water and then allowed to cool 
slowly to the temperature of melting ice, the surface of 
water in the tube would fall slowly until a certain point 
was reached, after which it would rise until the water 
became of the same temperature as the melting ice. The 
turning point, at which contraction ceases and expansion 
begins, when the water reaches its tempemture of maxi- 
mum density, is very near 4° 0. Water taken at this tem- 
perature, then, becomes less dense upon being either cooled 
or heated. Its density at 0° G. is substantially the same 
as at 8° 0. If the volume of a given portion of water is 
1.00000 at 0° C, it would be about 

0.99987 at 4° 0., 1.01180 at 50° C, and 1.04300 at 100° 0. 

An important consequence of this curious irregularity in 
the behavior of water on cooling below 4° is that lakes, 
ponds, and rivers in severely cold weather, when the tem- 
perature at the surface approaches 0° C, tend to maintain 
at the bottom a temperature of 4° C, so that ice does not 
ordinarily form in their depths. Large bodies of water in 
which the natural course of things is not disturbed by 
deep currents or the presence of springs, — deep lakes like 
Lake Tahoe in California, for instance, — show a bottom- 
temperature of about 4° 0. at all seasons. Salt water con- 
tinues to contract below 4° 0. and, if it is salt enough, 
down to and below its ordinary freezing-point, which is 
itself below 0° 0, 
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For equal increments of temperature liquids in general 
expand much more than solids. 

Most liquids expand more rapidly at high tempera- 
tures than at low temperatures, according to the mercury 
thermometer. 

It is a consequence of the second fact just mentioned 
that if a thermometer were made after the fashion of a 
mercury thermometer, but with a different liquid, — glycer- 
ine, for instance, — ^and if the expansion of this liquid 
between the freezing and boiling temperatures of water 
were divided into 100 equal parts, each called 1°, this ther- 
mometer would not in general agree with a mercury ther- 
mometer, if each were true to itself. According to the 
mercury thermometer glyceriue expands irregularly. 
According to the glycerine thermometer mercury expands 
irregularly. We take as a standard for ordinary purposes 
that thermometer which we find most convenient, the 
mercury thermometer; but for more refined purposes we 
find a better standard in some form of gas thermometer 
(see § 157). 

152. Expansion of Gktses. — The rapidity with which gases 
expand when heated was well illustrated by the prompt- 
ness with which air-bubbles began to escape when the bulb 
was heated in Exp. 20. The accurate measurement of 
the expansion of gases is, however, complicated by the 
fact, already well known to the student, that the volume of 
a gas is greatly dependent upon the pressure it bears. In 
fact the pressure upon a gas which is being heated may be 
so manipulated as to make the rate of expansion anything 
we please, large or small. It is customary, however, in 
studying the effect of rise of temperature in gases to fol- 
low, as closely as may be, one of two courses : Ist. The 
pressure may be kept unchanged during the heating, in 
which case we find the increase of volume with pressure 
constant, 2d. The pressure may be so varied that the 
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volume remains unchanged during the heating, in which 
case we get the increase of presstire with volume constant. 
The first method is followed in Exercise XXVI, the second 
in Exercise XXV. 

153. EXERCISE XXV. 

INCREASE OF PRESSURE PRODUCED BY HEATING A QAS AT 
CONSTANT VOLUME 

[Trowbridge, Exp. 86.] 

Apparatus: A bent glass tube^ containing dry air held in by 
a column of mercury. The heating apparatus and the rack, with- 
out the lever, used in Ex. XZIV. A meter-rod. A ^ galvanized 
iron" tray about 60 cm. long, 16 cm. wide, and 6 cm. deep, hav- 
ing a tubulure at one end. (This tray is to hold ice-water or snow 
for cooling the air-column, the tube containing which is thrust 
through a cork in the tubulure. If the tray have two tubulures at 

1 Take a piece of thermometer-tubing about 1 m. long and hayiug 
a bore 1 or 2 mm. in diameter. (Uniforniity of bore is of no coDse- 
quence for Ex. XXV, but is important for Ex. XXVI, and one 
properly selected tube will sei-ve for both these exercises.) To test 
the bore, introduce into it a column of clean mercury about 10 cm. 
long, and measure the length of this column at four or five places, 
beginning at one end of the tube and going toward the middle. If 
this column does not vary more than 2 or 8 mm. in length in 
moving from one end of the tube to the middle, the tube is satisfac- 
tory. 

Heat the tube in a narrow flame at a point 2 or 8 cm. from the end 
of the half that has been tested, and draw it out at that point to a 
thickness of 1 or 2 mm. Then bend the tube at a right angle near 
its middle. It will now, if clean inside, be ready to be filled with 
dry air. 

Take a clean bottle having a mouth 8 or 4 cm. wide, fill it to a 
depth of about 2 cm. with clean mercury, and fit it with a rubber 
stopper pierced by three holes. Through one of these holes pass 
that end of the bent tube which has not been drawn out in the 
flame, and push the tube down until its end is well covered by the 
mercury. Into the other holes pass short glass tubes, not allowing 
them to reach the mercury, and connect one of these tubes with an 
ftir-pump, the other with a glass tube about 1 m. long dipping 
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each end, it can be mied to cool four air^tubei at onoe.) A 
quantity of ice or snow. A barometer. 



yertically into a cup of mercury, to serve as a pressure-gauge. [See 
Fig. XVI.] 




Make a drying appa- 
mou tiled pint bottle with 
cent rated sulpburlc acid 
covered by it. Closo tlic 
ber stopper pierced by 
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ratns by half filling a wide- 
cliL^ap glass beada* Pour con- 
into the botde until tlie beads are 
, moulb of tbe bottle wiili a rub- 
Bp' two glass tubes, one rearhiag 
u early to the bottom of the bottle, the other, which should contain a 
soft wad of cotton to prevent stray particles of acid from passing 
through it, reaching just through the stopper. Connect this second 
tube with the free end of the tube which is under treatment, sup- 
porting the latter in such a way that it will not accidentally break 
off, but may be readily melted off, at the narrowed section. Now 
heat this long tube, especially its horizontal part, until it hisses when 
touched with a wet finger, drawing air gently through it meanwhile 
by the action of the pump, taking care that the joints are so tight 
that air can enter the tube only by bubbling up through the sul- 
phuric acid. When this process has gone on for two or three 
minutes after the tube has become thoroughly heated, melt off the 
tube at the narrowed portion, thus sealing it at one end and im« 
prisoning within it a column of dry air. Let the tube cool, its open 
end remaining sunk in the mercury, to the temperature of the room. 
Then work the pump again and remove so much air from the tub^ 
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Pack the air-filled arm of the tube in melting snow or ice and water, 
keeping the other arm nearly or quite horizontal [Fig. ^JLvii], 
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and allow the air to cool until contraction ceasei. Make a light, 
sharply-defined mark with a sharp file on the tube exactly at the 
inner end of the mercury-column, which should be as near the 
snow as practicable, in order that the whole of the air-column 
may be cooled. Measure carefully and record the difference in 
height of the ends of the mercury-column above the surface, made 
level, of the table on which the apparatus rests, and note the read- 
ing of the barometer. [It is best, if practicable, to have this 
difference in height zero. In order to have the pressure of the 
confined air exactly equal to that of tne air outside it is only 
necessary that the two ends of the mercury-column should be at 
the same height) other parts of the column may be higher or 
lower without harm (see Ex. V). An inexpensive carpenter's 
level is very useful in this exercise.] Then heat the air-filled 
arm, kept nearly horizontal, in steam, using the same heating- 
apparatus in which the brass tube is heated in Ex. ZXIV. As 
the air is heated, rotate the tube in the cork [there are certain 

that the remainder will, when subjected to full atmospheric pressure 
at the ordinary temperature, occupy about 80 cm. of the closed arm of 
the tube. Then allow full atmospheric pressure to act upon the 
mercury in the bottle. This will force a column of mercury up the 
tube and compress the confined air. When this process has ceased, 
draw the tube carefully out from the mercury bottle. It is then 
ready for use. When it is not in use the unsealed end should be 
kept uppermost, and it is well to have it stopped with wax. It is 
important to handle the tube carefully after it is filled, as jarring is 
likely to cause a breakiug-up of the mercury column. When such 
confusion occurs it may sometimes be remedied by running a thin 
iron wire along the bore of the tube. [The iron wire should first be 
freed from kinks by fastening one end and pulling the other en4 
\mti1 some permanent stretching is produced.] 
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adrantagM in miag a pwfoiat ad tin cmp faifaad of a pe rfogata d 
cork, wfaare Uia glaaa tabe enten Uia large Kfiating-tobe] throagli 
which it r a aci ia a to the interior of the heating-cyliiider in soch a 
way aa to make the merciiry-oolaflin in the open arm approach a 
vertical position, thna increasing the p ie aaui e jxpoa the heated alr- 
oohmm and keeping its length the aame aa iHien it was in the 
snow, the inner end of the mercnry-colnmn being kept accurately 
ad the maris made by the fl^aas, and this mark being kept just in 
▼iew at the end of the cork through which the tube extends into 
the heater. The tabe shonld be rapped gently to enable the mer- 
cmy to come to its proper position. When the p ie ssui e ceases to 
increase, measure, as before, the difference in height of the ends of 
the mercmy-oolamn. [See Fig. jlvui, in which is shown the use 
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of a spirit-level, from the upper surface of which the heights may 
be measured.] At the same time note and record the reading of 
the barometer. 

Calculate the coefficient of expansion of pressure of air at con- 
stant volume, i.e., the ratio which the mean increase of pressure 
per V O, thxbughout the range of temperature used bears to the 
total pressure at 0° O. 

If the fcwo arms of the thermometer were kept level at 
first, the record of the experiment will read briefly as follows : 
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Temperature. Difference of Level. 

0° cm. 

lOO^'i h cm. 

Barometer H cm. 

Coefficient of increase of pressure^ as defined in directions 

for this exercise^ a = -r- H. 

154. EXERCISE XXVI. 

EXPANSION OF A GAS AT CONSTANT PRESSURE, 
[Trowbridge, Exp. 84.] 

Apparatus: The same as in Ex. ZXV. A straight tube about 
60 cm. long may be used, howeTer, instead of the bent tube used 
in Ex. ZXV. 

Prooeed as in XhK. ZXV, but instead of increasing the pressure 
when the air is heated, keep the pressure unchanged, watching 
the barometer during the exercise and compensating for any 
change in atmospheric pressure by proper changes in the inclina- 
tion of the mercury-column. Measure the increase in length of 
the air-column, keeping the inner end of the mercury-column 
during the heating Just at the outer end of the cork through which 
the tube extends into the heater. 

Calculate the coefficient of expansion of volume of air at con- 
stant pressure, Le., the ratio which the mean increase of volume 
per V O. throughout the range of temperature used bears to the 
volume at 0** O. 

166. Discussion of Results. — If the two preceding Exer- 
cises, XXV and XXVI, have been successfully performed, 
the student will find that the two coefficients obtained 
are very nearly equal. In other words, the rate of increase 
of pressure per degree for air maintained at a constant 
volume is very nearly the same as the rate of increase of 
volume per degree for air maintained at constant pressure. 
An application of Boyle's law (Ex. VI) would have led us 
to anticipate this conclusion without the performance of 
Exercise XXV. For we might have reasoned as follows: 
Suppose a volume V of any gas to be heated to such a 
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temperature that it would acquire the volume nF, the 
pressure P remaining unchanged. By Boyle^s law (§ 45), 

temperature remaining unchanged, F a ^; therefore to 

bring volume nV of the heated gas back to volume F with- 
out cooling it, a pressure nP must be applied : or in other 
words, starting with a gas at volume Fand pressure P, we 
may by a certain rise of temperature get, as we may choose, 
a volume wFat pressure ,P, or a volume Fat pressure nP. 
The fact is, however, that Boyle^s law, upon which the 
reasoning just given is based, is not perfectly obeyed by 
gases. Accordingly the two coefficients described in Exer- 
cises XXV and XXVI are not exactly equal, as careful ex- 
periments have shown. 

156. Behavior of Different Oases; Law of Charles.— It 
is found that all gases, at temperatures not very near their 
points of condensation into liquids, expand nearly alike; so 
that if the student had used coal-gas, carbonic-acid gas, or 
hydrogen in the two experiments, he would have obtained 
nearly identical results. The equality of gases in regard to 
expansion is set forth in a law known from its discoverer as 
the law of Charles. It is variously worded by different 
authors. Clerk-Maxwell, Theory of Heat, states it as fol- 
lows: 

The volume of a gas under co7istant pressure expands 
when raised from the freezing to the boiling temperature [of 
toater] by the same fraction of itself whatever be the nature 
of the ga^. 

157. Kelative Merits of Oases and Mercury as Thermo- 
metric Substances; Air-thermometer. — The uniformity of 
the behavior of all gases within a wide range of temper- 
atures is in striking contrast to the behavior of liquids 
and solids, no two of which, so far as we know, agree 
exactly in their rates of expansion, or even have rates that 
maintain a constant ratio at different temperatures. In 
assuming that the apparent expansion (§ 137) of mer- 
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cnry is regular, as we do in making and using mercury- 
thermometers, we have to assume that all other substances 
expand irregularly. Mercury as a thermometric substance 
has much in its favor. A very low temperature is required 
to freeze it, and a very high temperature to boil it. Its 
excellent conductivity enables it to become heated or cooled 
quickly. It does not wet the tube which incloses it and 
leave an adhering film, when the column descends, as most 
liquids would. If a liquid is to be used, mercury is the 
best one for general purposes. But as all the pernianent 
gases agree very closely in their rates of expansion, it seems 
better to take a gas as the standard thermometric substance 
and to test the mercury-thermometer by comparing it with 
a gas-thermometer. The air-thermometer is therefore con- 
sidered a better standard than the mercury- thermometer. 
As sometimes constructed it consists of a bulb J9, Fig. 51^ 
filled with carefully dried air, ^ 

connected by means of a slen- 
der stem 8 and a short glass tube 
8' with one end of a rubber tube 
R containing mercury, this tube 
connecting with a glass tube O 
at its other end. The mercury- 
column confines the dry air and, 
the outer end being raised or 
lowered at will, serves to exert 
upon it the varying pressure 
required to keep the volume of 
the air unchanged when its 
temperature is raised or lowered. 
The temperature of the air at 
any time is calculated from its 
pressure. The bulb may have a 
capacity of one or two hundred 
cubic centimeters and the whole 
instrument is too cumbrous for common purposes. It can 
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Fig. 61. 
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be used, however, for testing and correcting mercnry- 
thermometers intended for very accurate work. 

158. On the Working of Problems relating to Expan- 
sion. — When we have a solid or a liquid of volume V at 
temperature ^° and wish to find what its volume V would 
be at t'^, we have only to use the formula already familiar 
(§ 149) and write P = r(l + K{t' - t) ), where K is 
the coefficient of cubical expansion as already explained. 

When the case is that of a gas, we cannot write simply 
r = F(l + a(t' - t) ) (see § 153 for a), unless the ^ is the 
temperature of melting ice; for in the case of a gas the co- 
efficient is, as we have seen, obtained by comparing the 
increase of volume with the volume at 0^ G. To illustrate, 
let us suppose that we have 500 cu. cm. of gas at 0^ 0. and 
raise it to 1° C; the increase is .00366* X 500 (= 1.830) 
cu. cm. For the rise from 1® 0. to 2° 0. the increase 
would be the same, .00366 X 500, not .00366 X 501.83. 
For every particular degree through which the temperature 
of the gas may be raised the increase will be the same : not 
.00366 X the volume at the beginning of this particular 
degree, but .00366 X the volume which the gas has at 0° 0. 
In the case of solids and liquids it is not necessary to be so 
precise, for with these substances K X the volume at 0** C7. 
would be practically the same as. K X the volume at any 
ordinary temperature. 

Problem. — If the volume of a certain quantity of gas is 
500 cu. cm. at 50° C. under a pressure of 76 cm. of mercury, 
what would be the volume at 150° 0. under the same pres- 
sure ? 

We can readily solve this problem by finding first the 
volume at 0° C, which we will call F©. We know that 
Fbo, the volume at 50°, = 500 = Fo(l + .00366 X 50) . (A) 

^^^^^^ ^- = Hrm^ = ^^^'^- ' ' (^) 

> The true value of a is supposed to be between .00866 and .00867. 



Then the required volume 

(1 + .00366 X 150) = 422.7 X 1.549 = 654.8 -. (C) 

An examination of the equations (A) and (0) shows that 
we might have written 

_ 1 + .00366X150 

Kifio- K„x 1_^.00366X50' 

and with this equation have found V^^ without mention- 
ing Fo. We see, then, that the general formula which 
may be used in such cases is 



/l+,00366^'\ 



This, however, is an awkward formula; it can be greatlj 
improved by dividing both terms of the fraction 

This gives approximately 

^^-^^^ 273+r 

This last is a very convenient formula. It tells us that in 
such a problem as that just discussed we have merely to 
divide the original volume by the original temperature 
plus 273, and multiply tbe quotient by the final tempera- 
ture plus 273. 

If we had taken a case in which V is constant and P 
changes, we should have reached the formula 
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In cases which involve a change of both Fand P with 
change of temperature we shall do well to imagine the 
change of volume to be completed before the change of 
pressure is begun. Let the original temperature, volume^ 
and pressure be t°, F, and P, and the final temperature 
and pressure f° and P', what is the final volume ? If the 
pressure did not change, the change of temperature from 
r to f* would give 

~ "^ ^ 273 + <• 

The change of pressare from P to P', following the tem- 
perature change, would give 

which is the quantity that was to be found. We can write 
this equation thus, 

P'V PV 



273 + ^'-273 + f' 

This form is easily remembered, and enables us to find any 
one of the quantities t^ F, P, t', F', P\ when the other 
five are given. 

Simple as this last equation is, it would be still simpler 
if, while retaining the Centigrade degree as our unit of 
temperature, we were to call the temperature of melting ice 
273° instead of 0°, the temperature of boiling water 373° 
instead of 100°, and in general call every temperature 273° 
higher than we now call it. The interval between the 
freezing temperature and the boiling temperature of water 
would still be 100°. All intervals would be expressed just 
as before. If we should adopt the scale of temperature 
thus described and use the letter T in designating temper- 
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atnres on this new scale^ we could write^ instead of the equa- 
tion just giyen^ 

This formula is so simple and so easily remembered that 
for the purpose of making calculations we frequently do 
use the scale of temperature indicated by T. This scade is 
called the absolute scale of the air-thermometer, and the 
temperature from which this scale is supposed to start is 
called the absolute zero of the air-thermometer. It is far 
below any temperature that science has yet produced. 

159. Applications of the Laws of Heat-expansion. — Since 
all known substances change their volume with every change 
of temperature, numberless occasions arise in physical in- 
vestigations and in the affairs of practical life for taking 
account of the expansive action of heat. Standards of 
length must always be constructed for a particular temper- 
ature, and if they are not used at that temperature allow- 
ance for their change of length must be made in accurate 
work. All tables of density or of specific gravity must be 
stated with reference to a standard temperature. For ex- 
ample, specific gravities are usually reckoned for the sub- 
stances tabulated taken at 0° 0. compared with water at 
4° C. Since the determination could not well be made 
with the water at one temperature and the object in it at 
another, a calculation is necessary to obtain the specific 
gravity under the required conditions from that observed 
under the actual conditions of the experiment. Clocks 
and watches cannot be made to keep accurate time through 
variations of temperature unless their pendulums or bal- 
ance-wheels are so constructed that the expansion of one 

1 In cases which do not involve a change of temperature we can 
write PV= PV\ which is Boyle's Law, with which we are already 
familiar. 
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part shall offset the expansion of another part^ made of 
different material. One of the most intelligible of these 
devices is that in which the pendulum-rod supports, in a 
sort of stirrup, a narrow bottle or jar containing a tall 
cylinder of mercury, whose upward expansion just counter- 
balances, in its effect upon the time of vibration, the length- 
ening of the rod. 

The force with which stout rods and beams of metal 
expand and contract is enormous, since it is precisely 
equal to that which would have to be applied mechanically 
to shorten or to stretch the rod enough to undo the change 
of length produced by the temperature-change. Advantage 
is taken of this fact to shrink on the tires of wooden and 
of iron wheels, to rivet the seams of steam-boilers, etc., 
the tire or rivet being put into place while red-hot, and 
allowed to draw together, by its contraction on cooling, 
the parts to which it is applied. 

The draft in a stove or an ordinary furnace, the circula- 
tion of hot air through furnace-heated houses, and of water 
through those heated by hot-water pipes; all are due to 
the unequal density of air or water at different tempera- 
tures. Winds are due to unequal heating in different por- 
tions of the atmosphere, and ocean-currents to the rise of 
water heated by a tropical sun and by the flow of this 
water away from the equatorial regions, while its place is 
taken by the in-rush of cooler waters from regions more 
distant from the equator. The importance of this joint 
circulation of air and water in equalizing the temperature 
of the earth's surface is incalculable. 

Questions and Problems on Chapter VIII. 

1. How could you construct a mercurial Centigrade ther- 
mometer so as to make a degree very long — for instance, a 
centimeter or more ? 

2. The space above the mercury in a good thermometer 
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is meant to be a yacuum. What advantage has this plan 
over that of allowing air to remain in it? 

3. The standard platinum meter of France is correct at 
0° 0. What is its length at 20° C. ? 

4. Indicate the calculations by means of which you 
found the coefficient of expansion of brass from your 
experimental data. 

5. What weight could be lifted by a rod of brass of 1 sq. 
cm. area of cross-section and 10 m. long, cooling from 30° 
to 0° ? (See Exercise II.) 

6. A glass rod is graduated in millimeters and is correct 
at 0°; a rod of steel is graduated in millimeters and is cor- 
rect at 15°. At what temperature (above 15°) will the 
lengths of the divisions on the two scales be equal ? 

7. What is the error of the boiling-point in a thermom- 
eter that reads^ in free steam^ 100°.l, when the barometer 
stands at 77.8 cm. ? 

8. Explain what measurements in Exercise XXIV must 
be made with the greatest care, and give reasons for your 
statement. 

9. A glass bulb is just filled by 100 cm. of mercury at 
0° 0. If the coefficient of cubical expansion of mercury 
is .00018 and that of glass .000025, what decimal part of 
the original mass of mercury will remain in the bulb when 
it is heated to 100° C. ? 

10. The same bulb, refilled at 0°, is heated until it loses 
0.8 cm. of mercury. To what temperature is it raised ? 

11. The barometer out of doors at 0° stands at 75 cm. 
What will be the reading after it has been brought into a 
room in which it attains a temperature of 18° 0., the 
atmospheric pressure remaining unchanged.* 

12. A certain thermometer is filled to a given height 
with mercury at 0° and the tube is then graduated. Each 

* Neglect the expansion of the scale. 
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Centigrade degree is fonnd to measure just 1 mm. The 
same tube^ at 0°^ is afterwards filled to the same height 
with alcohol, and once more gradnated. How long are 
the new degrees ? 

13. At what temperature would a liter of air weigh 
1.419 gm., the barometer reading 76 cm. ? 

14. A room measures 3x3x3 m. How many cubic 
centimeters of air, supposed unexpanded, will escape from 
it when the remaining air is warmed l"" 0. ? 

15. Under what circumstances would a liter of air weigh 
just a gram? 

16. A balloon contains 500 cu. m. of coal-gas, the barom- 
eter stands at 76 cm., and the thermometer at 20° G. 
The balloon is allowed to rise until the thermometer giyes 
a reading of 19° and the barometer one of 70 cm. What 
volume does the gas now occupy ? (Assume that the gas 
has the same temperature as the air.) 

17. Pressure remaining unchanged, at what temperature 
would the volume of a quantity of air be twice as great as 
at 10° C. ? 

18. Compare the mercury thermometer with the air 
thermometer, showing the merits of each. 
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CHAPTER IX. 
NATURE OF HEAT ; CALORIMETRY. 

160. Vature of Heat — We have now studied the subject 
of changes of temperature and the ways of measuring these 
changes by means of certain effects which they produce in 
the bodies heated or cooled. We have next to consider the 
nature of the agent^ heat^ which must be added to bodies 
in order that their temperature may rise, and must be taken 
away from them, in some measure, in order that their 
temperature may fall. Fifty years ago heat was generally 
supposed to be a fluid, invisible and without weight, 
capable of working its way into bodies somewhat as water 
enters a sponge, thereby causing expansion, and capable, 
too, of being forced out of bodies by friction or blows. 
Experiments which should have been fatal to this belief 
were made about a century ago by Count Rumford, who in 
boring cannon for the Bavarian government showed that 
there appeared to be no limit to the amount of heat which 
continued grinding would bring out of a body, and by Sir 
Humphry Davy who showed that two pieces of ice could 
be melted by rubbing them together.* The theory survived 
these seemingly mortal wounds for a long time, but at 
length, about fifty years ago, the careful experiments of 
Joule, who measured the amount of heat developed in 
many different processes, gave it the death-blow, and it 
steadily, though still gradually, lost its hold upon students' 
minds. 

It is now believed that the extremely minute, singly 
invisible, particles of which bodies are made up are all the 

> See Tyndairs " H^t as a Mode of JCotion." 
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time iu a state of motion^ — that they bump against each 
other^ thus causing a tendency to expansion^ and that a 
rise of temperature is accompanied by an increased ten- 
dency to expansion^ because it involves an increased 
violence of the motions and collisions of these particles. 
In solids and liquids this tendency is supposed to be re- 
strained by the mutual attraction between the jostling par- 
ticles. In the case of gases this restraint, although there 
is evidence that it exists, is insufficient to withstand the 
scattering effect of the collisions between particles, and 
therefore a gas expands whenever it is not restrained by 
some force applied from without. As we by doing work 
can set bodies in motion, thus endowing them with energy 
(§ 128), by means of which they in turn can do work, so, 
it is believed, we can by friction or blows, or other purely 
mechanical means, set into more violent motion among 
themselves the invisibly small particles of which bodies are 
made up, thus adding to their energy, their power of doing 
work. We now believe, in short, that heat is energy, the 
energy of individual molecules, as distinguished from the 
energy of visible bodies. It is like the energy of a mob, 
each individual of which may be in motion, though the 
crowd as a whole does not move, while the energy of visible 
motion is like that of an army moving as a unit. Heat- 
energy, like any other energy, can be measured in foot- 
pounds. The experiments of Joule, which have already 
been alluded to, and of which more will be said later 
(§ 193), showed very exactly the number of foot-pounds of 
work which must be done in order to heat a pound of 
water one degree by stirring, and we have similar informa- 
tion concerning the heating of many other substances. 

161. Measure of Heat. — Commonly heat is not measured 
in foot-pounds or other similar units, the thermal unit 
adopted for convenience being the amount of heat required 
to raise the temperature of a certain amount of water one 
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degree. The thermal unit used in tfais book is the amount 
of heat required to raise the temperature of one gram of 
water one degree C. This is the unit most used by physi- 
cists. It does not have exactly the same magnitude for all 
degrees^ but the difference is small and in this book will 
be disregarded. Let us now inquire by means of an ex- 
periment whether the amount of heat required to raise the 
temperature of a certain number of grams of another sub- 
stance is equal to that required to raise equally the temper- 
ature of the same number of grams of water. 

EXPERIMENT 22. 

Make ready 100 gin. of water 10 degrees C. colder than the air of 
the room, and 100 gm. of mercury 10 degrees C. warmer than the 
air of the room. Pour both, the water first, into a thin glass beaker 
which has the same temperature as the air, stir the two liquids thor- 
oughly with a thermometer for one half minute, then note the tem- 
perature of the mixture. Which liquid appears to have had the 
greater influence in producing the final temperature ? 

Make a similar exi)eriment with water warmer and mercury colder 
than the air. Which liquid has the greater influence in this case ? 

162. Specific Heat : Thermal Capacity. — The ratio which 
the amount of heat required to raise the temperature of one 
gram of any substance one degree hears to the amount of heat 
required to raise the temperature of one gram of water one 
degree is called the Specific Heat of the given substance. It 
is evident from this definition that the specific heat of 
water is 1. It is evident^ too^ that the specific heat of 
any substance is equal to the number of thermal units 
(§ 161) required to heat one gram of the substance one 
degree.* Water has a greater specific heat than any other 
distinct substance, either elementary or compound, except 
hydrogen, that has been examined. 

The amount of heat required to raise a given body, large 

>A mixture of water with 20 per cent of alcohol has a higher 
specific heat than pure water. 
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or small, one degree is called the thermal capacity of that 
body. If the mass is m grams, and if the specifio heat 
of the material of which the body consists is called h, the 
thermal capacity of the body is m h. 

163. Calorimetry. — The process of measuring heat, as 
distinguished from temperature, is known as calorimetry, ^ 
One of the objects of calorimetry is the determination of 
specific heats. For this determination several methods 
hare been employed. One of the earliest of these was to 
place a portion of the heated substance in a hole scooped 
in a cake of ice and cover it with a slab of ice. The 
amount melted from the ice in this way, the quantity of 
heat required to melt a given quantity of ice being known 
(see § 173), served to determine the specific heat required. 
This general method has been brought to very great per- 
fection by means of an exquisite piece of apparatus known 
as Bunsen*s ice-calorimeter. 

The method most commonly used for the determination 
of specific heats is called the msthod of mixtures. In this 
method a known mass of the substance to be tested is 
plunged at a known temperature into a known mass of 
some liquid, usually water, at a different known tempera- 
ture, and the resulting temperature, called the temperature 
of the mixture, is noted. In the use of this method there 
are various opportunities for error, even if the balances and 
thermometers are correct and are correctly read. Ist. 
Each substance when its temperature is taken may not have 
the same temperature throughout. If the substance is a 
liquid, or a finely divided solid, it should be thoroughly 
stirred before its temperature is taken. 2d. A substance 
may gain or lose considerable heat while it is being poured 
from one vessel to another. The pouring should be prompt 
and quick, and through the shortest practicable air-space. 

»When heat was regarded as a weightless substance this sup- 
posed su^st^nc^ was f requentljr called ealori^. 
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3d. Tho substances may not reach the same temperature 
before the "temperature of the mixture" is noted. They 
should be stirred well together, and the thermometer 
should read the same whether its bulb be near the bottom 
or near the top of the mixture, before its temperature is 
taken. 4th. The vessel in which the mixing takes place 
will probably be heated or cooled by the substance or sub- 
stances put into it. Allowance must be made for this in 
the calculations, and in order that this allowance may be 
small and readily made the vessel should be thin-walled, 
not unnecessarily large, and, in general, made of metal. 
6th. Heat may be lost or gained by the mixture to or from 
the surrounding air and other bodies before its tempera- 
ture is taken. An attempt is usually made to keep this 
loss or gain small by having the liquid into which the 
heated substance is to be plunged about as much below 
the temperature of surrounding objects before the mixing 
as it will be above that temperature at the end of the mix- 
ing. As a further precaution, the temperature of the mix- 
ture should be taken as soon as it can, by stirring, be made 
the same throughout. 

164. EXERCISE XXVII. 

SPECIFIC HEAT OF A SOLID. 
[Trowbridge, Exp. 106. Worthiogton, Exp. 22, p. 177.] 
Apparatus and material : About 500 grm. of fine shot, the finer 
the better. A dipper in which to heat the shot. (This is a sheet- 
copper cylinder about 10 cm. long and 4 cm. wide, closed at the 
bottom and encircled, about 2 cm. from the top, by a flat flange of 
sheet-copper about 4 cm. wide. To this flange is fixed a straight 
handle.*) A piece of pasteboard to cover the top of this dipper. 
Apparatus A without the cone. A thermometer reading to 100'' 
O. A calorimeter of very thin sheet-brass, about 6 cm. in diam- 
eter and 12 cm. tall, brightly polished. (The thin nickel-plated 
brass vessels, somewhat larger at the top than at the bottom, sold 
at hardware stores as " liquor-shakers,'^ make excellent calorim- 
eters.) A little ice or snow for cooling water to be used in th^ 
calorimeter, A platform-bakmc^i 
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Pat the shot, weighed to 1 gm., into the dipper and cover the 
top of the dipper with the pasteboard, through a hole in which 
the thermometer-stem passes, the bulb being plunged into the 
shot. [See Figure XIX.] Place the dipper in the cylindrical part 

of Apparatus A, the flange 
resting upon the top of the 
cylinder. Close the side 
tube of the boiler so that 
the steam will be obliged 
to pass out under the flange 
of the dipper. Watch the 
rise of temperature of the 
shot, stirring them fre- 
quently and thoroughly 
with the thermometer. 
(The water in the vessel A 
should reach nearly to the 
bottom of the dipper at the 
Fio. XIX. beginning of this operation, 

in order that there may be no danger of boiling it all away before 
the shot reach their maximum temperature.) 

While the shot are being heated about 100 gm. of water should 
be placed in the calorimeter, which should be conveniently near 
the heating apparatus, the water being 6** or 8° colder than the 
air about the calorimeter. 

When the shot have attained a practically constant tempera- 
ture, which will be near 100" O., remove the thermometer, allow 
it to cool in air to about 40** or 50**, then put it into the calorim- 
eter and find the temperature of the water there, stirring it and 
giving the thermometer time to come to the proper temperature, 
meanwhile stirring the shot frequently with any convenient 
instrument. Then take out the thermometer, and very rapidly 
take the dipper from the heater, remove the cover, and pour the 
shot into the calorimeter, taking care to spill neither shot nor 
water. (It is well to practise a little in pouring the shot, while 
cold, from the dipper into the empty and dry calorimeter.) Put 
the dipper aside, at once replace the thermometer in the calorim- 
eter, and, stirring the mixture of shot and water quickly and 
thoroughly, read the thermometer as soon as the shot and the 

* This dipper was suggested by a similar one seen in use at the 
Massachusetts Institute of Tecbuology. 
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water have reached the same temperature, which will probably 
be some degrees above the temperature of the room. 

The weight of water used, if it is not determined within a few 
decigrams before the shot are put in, can now be found by weigh- 
ing the whole and deducting the weight of the shot and the calo- 
rimeter. It should not be forgotten in making the subsequent 
calculations that the calorimeter, in part at least, as well as the 
water, is heated by the shot. The '' thermal capacity," or ^ water- 
equivalent," of the calorimeter, if it is of thin brass, can be found 
with sufficient accmracy for the purpose of this course by multi- 
plying the weight of the vessel, or of that part of it which is below 
the water-surface, by the specific heat of brass, as given in text- 
books. The thermal capacity of the thermometer may be neg- 
lected. 

This exercise may profitably be varied by using sometimes 
brass-filings instead of shot. 

165. Becord and Calculation of Besnlts. — Since the heat 
lost by the shot in cooling to the final temperature is ex- 
pended in heating the water and the calorimeter to the 
final temperature, it will be possible to state these losses 
and gains in the form of an equation. 
Let m = mass of water; 
w. = '' " shot; 
t^ = temperature of water; 
t, = '' " shot; 

tfn= " ^^ mixture; 

nio = mass of heated part of calorimeter; 
ho = specific heat of material of " 
x= '' '' "shot. 
The expression for the amount of heat lost by the shot is 

m,xxx {t, - 1^). 

The amount of heat gained by the water is 

^«, X IX {tn.-Q, 

the specific heat of water being 1. The amount of heat 
gained by the calorimeter is m^ x h^ X (^m — ^«j)> as this is 
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supposed to rise in temperature just as much as the water 
does. 

Stating the equation^ loss of heat hj shot = gain of heat 
by water and calorimeter, we get 

Dividing through by the coefficient of x, we have 

^ ^ (m^ + ffh X K) X {tn, - U 
fn. X {t, - O 

The quantity m^ X K is frequently called the '* water- 
equivalent" of the calorimeter, because the calorimeter 
absorbs as much heat as nig X K grams of water would 
absorb during the same increase of temperature. 

166. Other Calorimetric Experiments. — Exercise XXYII 
serves as an example of calorimetric work. Other cal- 
orimetric experiments will be found in the next chapter in 
connection with a study of changes of physical state. 

Problems on Chapter IX. 

1. If the specific heat of mercury is .0333, what will be 
the temperature of 100 gm. of water taken at 0° C, into 
which 1000 gm. of mercury at 100° C. are poured and 
thoroughly stirred ? 

2. Into 110 gm. of water at 15° C, contained in a vessel 
the thermal capacity of which is equal to that of 10 gm. 
of water, are put 200 gm. of a certain solid at 100° C, 
and the resulting temperature of the whole is 25° 0. Cal- 
culate the specific heat of the solid. 

3. The specific heat of iron being 0.11, how many feet 
would a mass of iron have to fall in order to be heated 
1° C. on striking the ground, if all the heat generated 
went to raise the temperature of the iron ? (To raise one 
pound of water 1° C. requires 1400 ft.-lbs. of energy. See 
§ 193.) 
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CHAPTER X. 
CHANGES OF PHYSICAL STATE. 

167. Change of Properties in Solids by Addition or Sub- 
traction of Heat. — Besides the expansion already mentioned 
in § 136 as a very familiar effect of added heat on most 
solids, a number of other changes are usually produced. 
Solids usually have their rigidity and tenacity lessened by 
heating. Iron pillars and floor-beams which are amply 
sufficient to support the floors of buildings become so 
much weakened upon being heated, if the building be- 
comes thoroughly on fire, that they often yield and fall 
sooner than fireproofed wooden ones (that is, wooden ones 
coated with plaster or tiles) would have done under the 
same circumstances. Zinc, which is not very malleable 
at ordinary temperatures, may be easily rolled into thin 
sheets between heated rollers at a temperature of 100° to 
150° 0., while at a temperature of 200° C. it is so brittle 
as to be readily powdered in an iron mortar. The power 
of many solid substances to conduct electricity is diminished 
by heating so much that this diminution has been used 
as a means of estimating very high temperatures. Indeed, 
Sir William Thomson says: *' Every known property of a 
piece of matter, except its gravity and inertia, varies with 
variation of temperature." * 

168. Fusion. — Most of the solid elements, substances 
which consist of only one kind of matter, such as the 
metals, pass at a more or less definite temperature from 
the solid to the liquid state. So also do many chemical 

» Article Heat in Encyc. Brit., 9th Edition. 
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compounds and mixtures of compounds, such as common 
salt, paraffin, beeswax. A comparatively small number 
of substances, like oxide of arsenic, iodine, and camphor, 
may pass directly and freely from the solid into the gaseous 
condition, although iodine and camphor may also be readily 
melted and then boiled. 

EXPERIMENT 23. 
Heat a bit of thin soft glass tubing of 1 cm. outside diameter or 
less, and about 20 cm. long, in the Bunsen-flame or the strongest 
obtainable flame of a spirit-lamp. Direct the flame on the middle 
of the tube and rotate the latter so as to heat the entire circum- 
ference of the middle portion; then slowly draw out the heated 
portion until the ends of the tube are pulled apart. Close up each 
of the drawn-out ends by heating it in the flame and twirling it 
about as you do so. Now put into one of the closed tubes, after 
cooling, a bit of oxide of arsenic of the size of a grain of wheat, and 
into the other about twice this amount of roll- sulphur. Holding the 
tube horizontal, slowly heat the substance in the closed portion 
nearly to redness, noting all the changes which the substance under- 
goes—which substance melts,* which is driven off without melting. 
Does the one which melts suffer any change in appearance during 
the melting process ? What finally becomes of each substance ? 

169. Melting-points. — The temperature at which a sub- 
stance melts is called the rneliing-point. The Appendix 
shows that the melting-points of many substances have 
been pretty definitely determined. 

There is a noticeable difference in the abruptness of the 
transition from solid to liquid in the case of different sub- 
stances: ordinary glass becomes plastic at temperatures 
below redness, while it melts only at an orange or straw- 
yellow temperature. Wrought-iron and mild steel act in 
the same way, while cast-iron, antimony, and many other 
substances, notably water, pass abruptly from the solid to 

* Be careful not to inhale any vapor which may escape from the 
arsenic-tube. 
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the liquid condition. The melting-point of a substance is 
affected by the presence in it of impurities and by change 
of pressure. Increased pressure lowers the melting-point 
of a substance which contracts upon melting and raises 
that of one which expands upon melting (§170). The 
change from this cause is, however, very slight. For in- 
stance, one atmosphere additional pressure lowers the 
melting-point of ice only about .0075 of a degree centi- 
grade. 

170. Change of Volume during Fusion or Solidification. 
— Most solids change their volume during the melting or 
the solidifying process. 

EXPERIMENT 24. 
Fill with water and cork very tightly a small bottle (of 60 or 
more cu. cm. capacity), and bury the bottle iu a mixture of snow 
and salt or pounded ice and salt.^ Allow the bottle to remain there 
for half an hour, then remove and examine it to see whether the 
water has expanded or contracted while freezing. 

The fact that ice has a lower specific gravity than water, 
and will therefore fioat, co-operates with the fact that the 
maximum density of water is at or near 4° C. (§ 151) to 
prevent large bodies of water in cold climates from freezing 
solid. Most metals and alloys contract in solidifying, but 
a few, as cast-iron and type-metal, expand, and these alone 
can be readily and successfully cast when it is necessary to 
obtain a sharp clear impression of the mould in which the 
cast is made. In casting steel cannon the melted metal 
has sometimes been submitted to the action of a powerful 
hydraulic press, which forces the steel into every portion 
of the mould and at the same time greatly diminishes the 
size of any contained air-bubbles, 

171. Stability of Temperature during Fusion.— In the 
concluding portion of Exercise XXIII, in which the mix- 

1 For the properties of this mixture see § 172. 
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tare of snow and water or ice and water was heated, the 
student probably fonnd that the thermometer rose at first 
very slowly, and afterwards, as the ice became scanty, 
more rapidly, until, upon the disappearance of the ice, 
the rise was very rapid indeed. If the experiment had 
been conducted much more slowly, allowing merely the 
heated air of the room to act upon the mixture, there 
would, as may be seen from the very first portion of the 
Exercise XXIII, have been no rise of tbe thermometer 
at all, as long as a large portion of the ice was found in 
the mixture. Even with more rapid heating we may feel 
sure that no rise of the thermometer would be noticeable if 
each particle of water could be kept in contact with one 
or more particles of ice. 

EXPERIMENT 25. 

Half-fill the copper dipper used in Exercise XXYII with fine 
chips of paraffin. Place this dipper in the cyliodrical part of appa- 
ratus A, nearly filled with water kept at a temperature of about 60* C, 
and stir the paraffin about with a thermometer without touching the 
sides of the vessel, taking readings four or five times a minute, as 
the paraffin melts. If the melting goes on rapidly, lift the vessel of 
panuffln out of the hot water for a few seconds at a time. When all 
the parafiin has melted let it rise several degrees in temperature, then 
take it out of the hot water altogether, and continue to note its tem- 
perature as it cools and hardens. How much difference is there 
between the melting-point and the solidifying point? How does 
paraffin in this regard compare with ice (or water) ? 

172. Latent Heat of Fusion; Freezing Kixtures. — It 
must have become evident to the student by this time that 
the heat imparted to a melting body produces compara- 
tively little, if any, increase of temperature. A kilogram 
of crushed ice and a kilogram of water at 0° put in similar 
vessels and exposed to such equal sources of heat as would 
be furnished by adjacent lids of an ordinary hot cook- 
stove, would be found, at the end of the few minutes 
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necessary to melt the ice^ to be many degrees apart in tem- 
perature, the water in the vessel which contained ice being 
little above 0°, while that in the other vessel would be hot. 
The heat which disappears in melting is said to become 
latent, that is, hidden^ and the phenomenon is not confined 
to water and paraffin, the only two substances which the 
student has examined, but occurs whenever a solid is lique- 
fied, either by melting or by being dissolved in a liquid. 
The student may meet with many apparent exceptions to 
this rule. Acids in which metals are being dissolved may 
rise from the temperature of the room to a temperature of 
100° C. or over, as is readily shown by putting strips of zinc 
in strong hydrochloric acid ; in all such cases the process 
is not simple solution, but chemical action accompanied by 
solution, and the heat produced by the chemical action is 
here more than enough to balance the cooling which would 
otherwise be observed. On the other hand, many cases are 
known in which two solids or a solid and a liquid have suf- 
ficient attraction for each other to form a liquid mixture 
when brought together, but which do not in uniting furnish 
sufficient heat to provide for the work of liquefaction with- 
out fall of temperature. The result is a greater or less 
cooling, not merely of the mixture itself, but of the sur- 
rounding objects as well. Such combinations of substances 
are therefore known sls freezing mixtures. 

The commonest and most important freezing-mixture is 
that of ice and common salt (about two parts by weight of 
the former to one of the latter), so generally employed in 
ice-cream freezing. This mixture may easily be made to 
produce a temperature of — 20° C. Fahrenheit took for the 
zero of his thermometer scale the temperature which he 
obtained by means of this mixture. With a mixture of 
properly prepared calcium chloride and snow a temperature 
of — 48° C. maybe reached, and mercury rapidly solidified. 

To emphasize still further the demand for heat which 
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the process of liquefaction inyolves, one may try the fol- 
lowing: 

EXPERIMENT 26. 

With 50 cu. cm. of water in a thin beaker-glass mix about 10 cu. 
cm. of alcohol, taking both at the temperature of the room, and note 
the resulting change of temperature. Then pour into a mass of 
snow or finely broken ice enough alcohol to moisten it, and note the 
resulting change of temperature. 

178. Exercise XXVIII.— The number of units of heat 
required to melt the unit mass of a given substance is 
called the latent heat of fusion of that substance. This 
quantity can most readily be determined by an application 
of the method of mixtuies. It is illustrated in the case of 
ice in the following exercise. 

EXERCISE XXVIII. 

LATENT HEAT OF MELTING. 
[Trowbridge, Exp. 107. Worthington, Exp. 81, p. 186.] 

Apparatus and materials: Ice, about H kgm. Warm water. 
The calorimeter already described. A thermometer. A plat- 
form-balance. 

Put into the calorimeter about 200 gm. of water at a tempera- 
ture of about 55° O., and find its weight within 0.5 gm. Check 
the evaporation by covering the vessel with a piece of paste- 
board, leaving a notch at one side to admit the thermometer. 
Take a lump of clear ice weighing about 150 gm. or more, which 
should have been previously selected, and poimd it up quickly in 
a cold box into pieces about a large as chestnuts. Observe now 
and record the temperature of the water, after stirring it, and 
then immediately put into the calorimeter about 100 gm. of the 
poimded ice, avoiding the wetter portions. Stir thoroughly, 
though not violently, with the thermometer, and record the tem- 
perature indicated by the thermometer as the last particles of ice 
melt. 

If so much ice has been put in as to cool the water below 5* O., 
it is well to dip out the ice remaining unmelted at that temper- 
ature, taking as little water as possible with it. The eicact 
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li^eight of the ioe is not determined when it is put into the water, 
but is found by weighing the vessel and its contents after the 
hurry is over. 

The thermal capacity of the calorimeter is to be taken into ac- 
count in this experiment and in the next, as in the experiment on 
specific heat. 

174. Secord and Calculation of Sesnlts. — It must be 
noticed that the ice is first melted, then the water which 
results from the melting is raised to the final tempei-ature. 
The heat gained in these two operations must equal that 
lost by the hot water and the calorimeter which contains 
it. 

Let m^ = mass of cooled part of calorimeter; 

eq. = water equiv. of cooled part of calorimeter; 
m„ = mass of water; 
nii = mass of ice; 

t„ = temperature of hot water; 

t„ = temperature of mixture; 

X = latent heat of ice. 

With these directions the student should be able to form 
the necessary equation (see § 165), and to find from it the 
value of X, the quantity which was to be determined. 

175. Vaporization; Ordinary Evaporation; Boiling; 
Dew-point. — Some solids, such as sugar and glue, and 
some liquids, such as olive-oil, cannot be vaporized* with- 
out suffering chemical change, by which they are split up 
into new substances which cannot be reunited by direct 
means. But the great majority of substances may, like 
water, exist in all three of the physical states — the solid, 
the liquid, and gaseous. Vaporization, or evaporation, is 
not for any particular substance confined to a particular 
temperature. Water vaporizes at all ordinary temper- 
atures, even below its freezing-point. It is a fact well 

' A vapor is a very readily condensable gas. 
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known to hoasewives that wet clothes hung out in very 
cold weather will ** freeze dry/' that is, dry without thaw- 
ing; and it may be observed that icicles and patches of 
snow and ice waste away even in severe cold weather, 
when no thawing could possibly occur. Ordinary quiet 
evaporation occurs only at the sur&ces of liquids or solids 
where they come in contact with the air, and it may be 
greatly hastened by increasing this surface. In a process 
of salt-making formerly a good deal used the brine was con- 
centrated by allowing it to trickle over piles of brush wood, 
on the surface of which it spread out and rapidly dried 
away. Increase of temperature, renewing the air in 
contact with the evaporating liquid, and rarefying the air, 
all aid evaporation. 

The student is probably well aware that a liquid disap- 
pears more rapidly when boiling than when not boiling. 
He has seen, too, in some of the preceding exercises that 
boiling, in the case of water at least, takes place at a defi- 
nite temperature, which is, however, somewhat affected by 
the pressure to which the liquid is subjected. The follow- 
ing exercise is intended to explain the observed facts con- 
cerning boiling by revealing the nature of the process. It 
shows, too, some of the things that occur in the liquid 
while it is being heated, before it begins to boil. The 
second part of the exercise is a little study of the process of 
condensation, the reverse of evaporation, the vapor dealt 
with being that contained by the atmosphere of the room. 
The dew-foint is the name given to the temperature at 
which the water-vapor in the air, when cooling, begins to 
turn into liquid. 

This temperature depends upon the amount of vapor in 
the air, and differs greatly from time to time. If the room 
in which this exercise is performed is not very large, it will 
be interesting to compare the dew-point found before boil- 
ing begins with that found after several boilers have been 
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in operation for a considerable time. Observations of the 
dew-point are continually made by those whose business it 
is to predict the weather. 

176. EXERCISE XXII.i 

FrasT Part. 

EVAPORATION: BOILING. 

Apparatus : A test-tube having a small tube leading out at the 
aide. Two pieces of glass tubing, each about 16 cm. long and in 
other dimensions nearly lihe the side branch of the test-tube. A 
piece of rubber tubing about 16 cm. long, of a size to fit closely 
over the glass tubing. A solid rubber stopper to fit the test-tube. 
A tumbler or beaker-glass nearly full of cold water. Some means 
of heating water at the bottom of the test-tube (a Bunsen burner 
or a small kerosene lamp). A small plate of glass (a bit of window- 
pane a few cms. square). 

Half fill the test-tube with water. Holding the glass plate Just 
above the top of the test-tube, heat the water somewhat, though 
not to boiling. Notice and record any change in the appearance 
of the glass plate. [If the glass gets warm the experiment may 
feiL] 

Now fill the test-tube nearly to the aide tube with cold water. 
Close the top tightly with a cork stopper, pierced however by 
one of the glass tubes, the end of which should reach 3 or 4 cm. 
beneath the surface of the water. Fit one end of the rubber tube 
over the side branch of the test-tube, and fit the other end to the 
remaining glass tube. Let the other end of this glass tube, which' 
should be kept nearly vertical, dip 1 or 2 cm. beneath the cold 
water in the vessel provided. Hold the test-tube, by means of a 
thick band of paper near the top and gradually heat the water, 
applying the heat at the bottom of the tube. [See Fig. XX for a 
convenient mode of supporting the test-tube by means of a clasp 
of spring-brass attached to a timibler containing cold water]. 
Raise the water thus to vigorous boiling, noting carefully, from 

> [The student will be much more certain of success in performing 
the experiment of the last paragraph of the First Pa/rt (the descrip- 
tion of which begins with the words "Remove the cork stopper," 
etc.) if he substitutes for the test-tube a round-bottomed glass flask 
of 300 to 400 cu. cm. capacity.] 
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the start, and recording the appearance and behavior of the bub- 
bles in both the test-tube and the larger vessel alongside, trying 
to distinguish between bubbles of air and bubbles of vapor. 




Fio. XX. 

Oease heating the water, and note what happens as it begins to 
cool. 

Remove the cork stopper from the test-tube and close the side 
passage by applying a pinch-cock to the rubber tube. Make the 
water boil in the test-tube, remove it from the flame,' and imme- 
diately close it air-tight with the rubber stopper. Oool the seem- 
ingly empty top of the test-tube by means of a wet rag or sponge. 
Note and explain the phenomenon resulting. 



* A dangerous explosion may occur if a vessel containing a boiling 
liquid is closed light while tlie flame is still applied to it. 
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Sbcond Part. 
dew-point. 

Apparatus and material : The nickel-plated cup used as a calo- 
rimeter in Ex. XXVn brightly polished. A paper-scale thermom- 
eter 1 graduated to several degrees below the freezing-point. Ice 
or snow. Salt. 

Pour a little water at the ordinary temperature into the cup, and 
in this put the bulb of the thermometer. Gradually cool this 
water by additions of ice-water or ice, and finally of salt if neces- 
sary, watching the outside of the lower part of the cup after each 
addition, until the bright surface becomes dimmed with mist. 

Note the highest temperature at which the mist unmistakably 
appears. Then allow the temperature to rise gradually and note 
the lowest temperature at which the mist unmistakably begins to 
disappear. Take as the dew-point the mean of the two tempera- 
tures noted. It is interesting to try the effect of breathing upon 
the cup before the dew-point is reached. I>uring the actual test, 
however, care should be taken not to let the breath come upon, or 
near, the cup.* The contents of the cup must be thoroughly 
stirred continually in order that the temperature of the cup may 
be as nearly as practicable the same as the temperature of the 
contents in which the thermometer bulb is placed. Note and 
record the weather and out^door temperature at the time of 
making this experiment. 



' Paper-scale Ihermometers are recommended for this course, be- 
cause they are very easily read, are not easily broken, and are cheap. 
One hundred of them imported a year or two ago for this course, free 
of duty, cost the college less than 40 cents each. Their wonst fault 
is a tendency of the mercury to stick in the cavity at the top of the 
stem after the thermometers have been inverted. The mercury can 
usually be dislodged from this position by grasping the thermometer 
firmly at the middle of the stem and giving it a sharp ^»r^, with the 
bulb outward, so as to cause a strong centrifugal action tending to 
restore the mercury to its proper place. 

' Error from this source can best be avoided by keeping some par- 
ticular spot of the cup turned /7'(wi the observer most of the time and 
glancing at this spot occasionally in order to detect the appearance 
or disappearance of mist upon it. 
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177. Qnettions on Exercise XZH— Does the water before 
it is heated contain any air? If so, in what form is the air, 
and what does it do while the water is being heated? Are 
the first bnbbles driven over into the cold water air-bnbbles 
or vapor-bubbles? How do you know? Are the bubbles 
driven over during boiling air-bnbbles or vapor-bubbles ? 
What happens to fchese last bubbles in cold water ? Why 
does the water in the vessel alongside tend to rise into the 
boiler when the boiling ceases? What prevents it from 
doing so? What is boiling? Why does it not occur in 
cold water ? Why is the temperature at which it occurs 
affected by the pressure upon the surface of the liquid? 

178. Theory of Evaporation: Maximum Preisure of a 
Vapor; Saturated Vapor. — It was formerly supposed that 
air was necessary to the process of evaporation; that^ in 
fact, liquids evaporated because air had a certain attraction 
for their particles.* Evidence in favor of this belief could 
be drawn from the fact that winds, bringing continually 
fresh quantities of air into contact with the liquids, assist 
evaporation. It was shown, however, that the liquids 
evaporate much more rapidly in a vacuum than in the 
open air, and therefore the theory that evaporation is 
caused by the air had to be given up. The present theory 
is, that, the particles of a liquid being all the time in more 
or less violent motion (see § 160), some of them near the 
surface break loose from their fellows even at ordinary 
temperatures and find their way into the space above the 
liquid, forming there a vapor which may exist alone or 
may be mixed with other vapors or with air. If the space 
in which the vapor forms is the upper part of a closed 
vessel, the vapor particles within this space may for a time 
become more and more numerous, the temperature of the 
liquid remaining constant. But some of them, as they go 

1 See Whewell's History of the Inductive Sciences, vol. ii, 
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knocking each other about in their very brisk motion^ plunge 
back into the liquid, and this return process grows more 
and more active as the vapor grows more and more dense, 
until at last it equals the process of liberation. Then 
evaporation has to all appearance ceased. Particles con- 
tinue to free themselves from the liquid, but their places 
are taken by others from the space above, and on the whole 
the liquid does not waste away, nor does the vapor increase 
in density or in pressure. It is now said to have its maxi- 
mum pressure, or ^Uension/^ for the given temperature. 
It is said to be a saturated vapor. If one attempts to 
compress a saturated vapor by putting great pressure upon 
it, the vapor will, if its temperature remains constant, 
begin to turn back into the liquid state, to condense, and 
if the attempt is continued all the vapor will be condensed, 
maintaining to the last, so long as any part of it remains 
uncondensed, the same pressure as at the beginning. If 
one is provided with a mercury-well * and with sufficient 
mercury to fill it, he will find the following experiment 
interesting and instructive : 

EXPERIMENT 27. 

Take a glass tube about one meter long, closed at one end; fill 
it with mercury except half an inch at the open upper end. Fill this 
last space with ether, then closing the tube tightly with one finger 
invert it. The ether at once rises to the other end of the tube. 
Place the lower end under the surface of mercury in the well and 
then remove the finger. Watch the behavior of the ether, part of 
which will evaporate. When the mercury column has ceased to 
fall, measure its height, and by comparing this witli the barometer- 
column find the pressure exerted by the ether vapor. Then slowly, 

* This usually consists of an iron tube about 3 ft. long and f in. in- 
side diameter, closed at the bottom and opening at the top into a basin 
4 or 6 in. broad. The basin is sometimes of glass and may be made 
of wood, preferably from a solid block. This well is usually sup- 
ported by a tripod stand. 
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taking care not to heat or cool the ether or its vapor, push the tube 
farther down into the mercury, endeavoring to compress the vapor.* 
Observe whetlier the mercury cohimn is depressed when the tube 
descends as much as it would be if the tube contained air. (Apply 
Boyle's law to this question, or try a separate experiment with air in 
place of the vapor.) Observe whether the amount of liquid eihm 
remaining in the tube changes with ascent or descent of the tube. 

Finally, tiy the effect of warming the tube by rubbing it with a 
cloth moistened with hot water.* 

For a table of vapor tensions see Appendix. 

179. IncreaM of Volume during Evaporation. — 1 en. cm. 

of water at 100° would make abont 1700 cu. cm. of steam, 
at the standard barometric pressure, at a temperature of 
100°. When water is boiled at a temperature higher than 
100° G. the saturated steam generated from it has a greater 
density, as well as a greater pressure, than saturated steam 
at 100° 0. 

Most liquids increase in volume less than water upon 
evaporating, so that their vapors are heavier than that of 
water. 

• 180. Von-saturated Vapors. — A vapor which is not subject 
to the greatest pressure which it can bear at its present 
temperature, that is which can be compressed somewhat at 
that temperature without suffering condensation, is called 
a non-saiurated vapor. Such a vapor, if far from the con- 
dition of saturation, behaves under change of pressure and 
temperature like an ordinary gas. In fact it is a gas. 
Every ordinary gas may properly be considered as such a 
vapor (see § 183). 

181. Temperature necessary for Boiling. — From what has 
gone before it will be evident that a liquid cannot boil 

> The chief difficulty in this experiment is to remove the air-bub- 
bles from the mercury in the tube. This can be done more or less 
perfectly by means of an iron wire pushed up and down in the tube. 

* It should be remembered that ether is a very inflammable sub- 
stance. 
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at any temperature below that for which its maximum 
vapor-pressure is equal to the pressure of the atmosphere^ 
or of any other agent that presses upon the surface of the 
liquid.* The table already referred to shows that the maxi- 
mum vapor-pressure of water becomes equal at 100° C. to 
that of 760 mm. of mercury, the standard barometer press- 
ure. Different substances vary greatly in their boilings 
points, perhaps no two substances found in nature boiling 
at the same temperature. The extreme range between the 
highest and the lowest observable boiling-points has prob- 
ably not yet been learned: two very wide apart are that of 
carbonic acid, — 78° C, and that of zinc, about 1000° C. 

183, Condensation of Ordinary Vapors. — We have already 
become somewhat familiar with condensation. It occurs 
whenever an attempt is made to increase the pressure upon 
a saturated vapor without rise of temperature (§ 178), or to 
keep the pressure of such a vapor constant during a fall of 
temperature (Ex. XXII, Second Part). Evidently an 
increase of temperature accompanying an increase of press- 
ure might prevent condensation. Now compression heats 
bodies, and it is a curious fact that when we try to con- 
dense certain saturated vapors by means of pressure, with- 
out giving them opportunity to discharge heat to other 
bodies, they become so much heated that the attempt to 
condense them fails, and they, on the contrary, become 
non-saturated vapors (see § 181). Water-vapor is one that 
acts in this way. 

183. Condensation of the so-called Permanent Oases. — 
The English chemist and physicist Faraday was perhaps 
the first experimenter who succeeded in liquefying any of 
the gases which are permanent at ordinary temperatures. 

' If the liquid is deep, the pressure at the bottom, where the heat 
is usually applied and where boiling commonly begins, will be con- 
siderably greater than the pressure at the surface^ 
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He was able by the joint use of cold and pressnre to liquefy 
chlorine, and he afterwards managed by these means to 
reduce many gases to the liquid state. Six gases, however^ 
— oxygen, nitrogen, hydrogen, marsh-gas, nitrogen dioxide, 
and carbon monoxide, — had not been liquefied up to the 
year 1877. In that year a Genevese physicist, M. Pictet, 
and a French one, M. Gailleiet, working independently 
and by somewhat different methods, succeeded in liquefy- 
ing all six of these permanent gases. Cailletet's method 
consisted in confining the gas experimented upon in a very 
strong glass tube closed at one end, then forcing mercury 
into the open end by means of a hydraulic press, and 
finally cooling the condensed gas to the point of liquefac- 
tion by a sudden withdrawal of pressure, thus allowing the 
gas to expand very rapidly (see § 194). The pressure during 
the experiment rose as high as 300 atmospheres, and the 
temperature at the moment of expansion fell to a point 
estimated to be about —220° G.^ Since air is substantially 
a mixture of oxygen and nitrogen, it is evident that air is 
now to be lanked among the condensable gases. 

184. Mixtures of Oases and Vapors; Atmospheric Vapor. 
— ^When vapors and gases which have no especial attraction 
for each other are mixed, the pressure of the mixture is the 
sum of the pressures of its components. For instance, if a 
cubic foot of oxygen at a certain pressure, a cubic foot of 
nitrogen at a certain pressure, and a cubic foot of aqueous 
vapor at a certain pressure, the temperature being the same 
for all, are crowded together into one cubic foot without 
change of temperature, the resulting pressure will be equal 
to the original pressure of the oxygen plus that of the 
nitrogen plus that of the vapor. Each of the three con- 
stituents is to be regarded as exerting still the same press«> 
ure that it exerted before the mixing. 

» Exact determinations of very low temperatures are 4i0QuH Of 
impossible to make. 
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Our atmosphere is a mixture of gases and vapors. When 
the air contains aqueous vapor in a nearly saturated con- 
dition it is commonly called moist air, although strictly 
aqueous vapor is not called moisture. The proportion of 
such vapor in the atmosphere near us may be ascertained 
by exposing a measured portion of air to the action of a 
weighed amount of some substance, calcium chloride, for 
example, which will absorb the water-vapor from the air, 
and then calculating the amount of this vapor from the 
increase in weight of the absorbing substance. A more 
rapid process consists in the use of some sort of hygrom- 
eter^ one of the commonest of which is the dew-point 
hygrometer (see Exercise XXII). The greater the amount 
of water-vapor in the air, the higher is the dew-point. 

185. Distillation. — A most important practical applica- 
tion of the diversity of substances in regard to their boil- 
ing-points is found in the operation of distilling. Any 
volatile liquid may be separated from less volatile solids or 
liquids with which it does not combine chemically by heat- 
ing the mixture to boiling and cooling the escaping vapor 
until it condenses. 

EXPERIMENT 28. 

Color some hot water decidedly blue by stirring into it some pow. 
dered sulphate of copper. Fill the cylindrical part of Apparatus A- 
about half-full of the solution, put on the conical top of the appa- 
ratus, cork the opening at the summit and the tube which proceeds 
from the side of the cylinder. With a short bit of rubber tubing 
attach the uppermost tube of Apparatus A to a glass tube some 80 
cm. long. Carry this through the stoppered iron tube of Exercise 
XXiy, and pass a current of cold water through the iron tube. Now 
boil the solution in Apparatus A violently, and catch in a beaker the 
water that condenses in the glass tube. Does its color show that any 
of the sulphate of copper passed over with the steam ? 

If a liquid, such as crude petroleum, is found to change 
its boiling-point upon long heating, it is certain that the 

' Greek vypoi, moist. 
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gabstance consisted of a mixture of subetanceB of Tarions 
boiling-points. These sabstances may be separated and 
collected by slowly distilling the mixture^ with a thermo- 
meter in the path of the escaping vapor, and changing the 
receiving-vessel every time a rise in the thermometer is 
noted. 

186. Latent Heat of Yaporixation: Szereise XXIX. — 
Every one has noticed how mach more than nsaal the out- 
of-door cold is felty especially on a windy day, when the 
hands are wet. The sensation of cold is still stronger when 
they are wet with alcohol, which evaporates more readily 
than water. In the heat of summer the evaporation of 
perspiration from the skin tends to keep the body cool. 
When the air contains a great deal of water-vapor, when it 
is, in common speech, moist, this evaporation from the 
skin takes place but slowly, and we miss the cooling effect. 
Weather which is both hot and moist is therefore pecu- 
liarly oppressive. 

EXPERIMENT 29. 

Place a watch glass, or (better) a thin, small, shallow, metallic 
vessel, on a drop of water on a large cork. Fill the watch-glass a 
little more than half-full of carbon disulphide, which is an extremely 
volatile liquid; blow on the surface of the latter with common hand- 
bellows or with the breath, and see if the drop of water beneath the 
watch-glass can be made to freeze by the rapid evaporation of the 
liquid.» 

EXPERIMENT 30. 

Fill a test-tube half-full of good ether, such as is used by surgeons 
to produce insensibility, stand a thermometer in the test-tube and 
then stand the latter in a beaker of hot water, at a temperature of 50"* 

> This experiment and the following one should be performed 
where there is a good draught of air and away from light or flame 
of any kind. The odor of carbon disulphide is peculiarly disagree- 
able ; its vapor, like that of ether, is highly inflammable, and it is 
poisonous to breathe. 
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or 60* C. Note the temperature at which the ether begins to boil, 
and notice whether the temperature rises after boiling begins.* 

It is certain that the ether must be continually receiving 
heat from the surrounding hot water, just as the hot water 
in Exercise XXIII continued to receive heat from the gas- 
flame below it; and the fact that neither the ether nor the 
water rises in temperature after the boiling-point is reached, 
points to the disappearance of a large amount of heat. In 
fact the latent heat of vaporization is far greater than the 
latent heat of liquefaction (§ 172). 

EXERCISE XXIX. 

LATENT HEAT OF VAPORIZATION. 
[Trowbridge, Exp. 108. Worthington, Exp. S3, p. 189.] 

Apparatus: The calorimeter already described. A thermom- 
eter. Apparatus A. A rubber tube * to lead steam from A. A 
piece of pasteboard to cover the calorimeter, perforated for a 
thermometer and having a notch at one edge to admit the tube 
conducting the steam. A platform-balance. 

Put into the calorimeter at the start about 276 gm. of water. 
Condense in it enough steam to raise the temperature about 30° O. 
Then stop the flow of steam, stir the water thoroughly, take its 
temperature, and weigh it, doing everything quickly but carefully. 

It is well to have the temperature of the water at first about as 
much below that of the air as it will finaUy be above it. This 
device reduces a good deal the error from loss or gain of heat by 
the calorimeter through external radiation, conduction, and con- 

^ If it does, it is because the ether is impure, containing alcohol, etc. 

* If the tube leading steam from Apparatus A to the calorimeter is 
long and unprotected, considerable condensation will occur in it, and 
the resulting water will drip into the calorimeter, causing serious 
error in the result of the experiment. This condensation may be 
prevented to a considerable degree by the use of a '* trap," such as 
is described by Trowbridge and by Worthington. The side-branch 
test-tube used in Exercise XXII may well be used as such a trap. If a 
very short conducting tube is used no trap is necessary, but in this 
case the calorimeter comes too near the heating apparatus. An 
effective device (see note by Mr. J. Y. Bergen in the Journal of Edu- 
cation, May 23, 1889) is to lead the steana from the boiler to the calo- 
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▼eotion. The ftoun fhould not be admitted to the calorimeter 
until it ii flowing strongly throngh the oonduoti»g tnbe. The 
mouth of the tnbe that admits it should not be plunged Ux enough 
beneath the surface of the water to prevent the steam from con- 
densing with a very audible sound. The cover d Apparatus A 
must fit closely in order to give a good flow of heat through the 
trap. The steam must not be allowed to play upon the outside of 
the calorimeter. 

187. Secord and Calculation of Besnlts. 
Let vie = mass of heated part of calorimeter; 

eq, = water-equiv. of heated part of calorimeter; 

m„ = mass of water; 

m« = mass of steam; 

t^ = temperature of cold water; 

t^= " " mixture; 

X = latent heat of steam. 



rimeter through a glass tube ruDning through the large steam-tube 
of Ex. XXIV, a flow of steam being maintained in the latter also (see 




Fig. XXI). The connecting parts outside the steam-jacket should 
be as short as practicable. 
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Notice that there are two portions of heat yielded to the 
cold water, namely, that portion which proceeds from the 
condensation of the steam and that which is derived from 
the resulting water at 100°, cooling to the final temperature. 

With these directions the student should form an equa- 
tion between the amount of heat given out oh the one hand 
and taken in on the other, and from this equation find the 
value of X, the quantity to be determined (see §§ 165 and 174). 

188. Steam-heating of Buildings. — The great latent heat 
of steam makes this fluid an effective agent for the heating 
of buildings. A comparatively small flow through the radi- 
ating pipes is sufficient, for every pound of steam that con- 
denses in these pipes yields a very large amount of heat. 
(See § 190.) 
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CHAPTER XL 

TRANSFERENCE AND TRANSFORMATION OF HEAT. 

189. CondnctioxL — Heat may pass from one body to an- 
other in more than one way. The way which we shall con- 
sider first is that of cotiduction. 

EXPERIMENT 31. 

Take a rod of copper, a rod of iron and a rod of glass, each 
about 5 mm. in diameter and 30 cm. long. Support all three on 
bits of brick or pieces of asbestos laid on a piece of sheet-iron on the 
ring of a retort-stand. Insert one end of each rod a very little way 
into the flame of a BuDsen burner, aud keep the outer ends of the 
rods apart. After 15 or 20 minutes test the temperature of each rod 
by puttiDg on it at successive short intervals, beginning with the 
outer end, a pinch of powdered sulphur. In the case of each rod 
stop putting on the sulphur at the point where the latter is seen to 
melt. The raeliiug-point of sulphur is 111° 0. Finally, measure the 
distance from Xhe 111° point on each rod to the flame. 

This experiment will give some rude idea of the relative 
freedom with which heat travels tlirough the three solids 
examined. Transmission of heat in this way is called con- 
duction. It is a flow of heat as such, that is, without 
change into any other form of energy, and without the 
help of any movement, except, of course, molecular heat- 
movements, in the substance through which the heat is 
passing. Most ordinary substances have been examined in 
regard to their power of conducting heat, and it is found 
that solids, and particularly metals, are the best conduct- 
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ors^ while liquids (except mercury) and gases are extremely 
poor conductors. 

EXPERIMENT 32. 

Wind a piece of soft copper wire or a slender strip of sheet-lead 
about a bit of ice of the size of a hazel-nut, and drop it into a test-tube 
three-quarters full of ice-cold water. Heat the water at the top 
of the tube, the ice being at the bottom, by holding the tube inclined 
in the flame of a Bunsen burner, and notice whether the ice melts 
rapidly as the upper portion of the water is made to boil. 



Illustrations of CoNDucTioisr. 

Good and bad conductors of heat can frequently be 
recognized as such by merely touching them. For instance, 
the coated and uncoated sides of a photographic dry-plate 
can often be distinguished in the dark by the different 
degrees of rapidity with which they cool the palm of 
the hand or the tip of a finger. If a number of bodies 
all of the same temperature are touched in succession, 
the good conductors will feel warmer than the bad con- 
ductors if all are warmer than the hand, and will feel 
cooler than the bad conductors if all are, as is generally the 
case, cooler than the hand. The explanation is that when 
one touches a bad conductor the spot in contact with the 
hand, not being freely assisted by the other parts of the 
conductor, soon rises or falls to a temperature approaching 
that of the hand at the point of contact. In a good con- 
ductor the part touched is not so readily brought to the 
temperature of the hand. In this test, however, the effect 
perceived depends upon the specific heat and density of 
each substance as well as upon its conducting power. The 
density and conducting power of gases being small, it is 
possible to hold one's hand for some little time without 
injury in gases much hotter than the hottest solid or liquid 
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that one would care to handle. It is a well-known fact 
that dry steam coming in contact with the skin does less 
harm than steam mixed with water^ although the .dry 
steam may be hotter. Very bad conductors^ like cork, 
felt^ and non-metallic powders, are used to impede the flow 
of heat into or out of bodies, that is, to keep hot bodies hot 
and cold bodies cold. 

Experiment shows that the rate of flow of heat through 
any conductor from one surface to another is nearly, if not 
quite, proportional to the difference of temperature of the 
two surfaces, and is inyersely proportional to the distance 
between them. 

190. Convection Currents. — The rapid heating of liquids 
and gases, so familiar in the case of a kettle put on to boil, 
or of a room warmed by a stove, is due not merely to con- 
duction of heat, but to this aided by convectiorircurrents.^ 

EXPERIMENT 33. 

These currents may be shown in air by preparing " touch-paper" 
by soaking blotting-paper or porous wrapping paper in a strong solu- 
tion of saltpetre (potassium nitrate) in water, and allowing the 
prepared strips to dry. Such paper when lighted glows and emits a 
good deal of smoke. A strip of the lighted paper may be placed 
under a large bell- jar, held mouth downward, and currents will rise 
from the glowing coal, while other currents, outside of the heated 
region, will descend. 

EXPERIMENT 34- 
To show convection-currents in water the apparatus shown in 



> If the laboratory is provided with apparatus for pr<);«5<w» (§281). 
these may be shown by holding a lighted candle in front of the lens, 
by means of which a beam of sunlight is spread into a cone and pro- 
jected upon a white screen in a darkened room. Even the warm 
hand will produce currents that may in this way readily be rendered 
visible. 
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Fig. 52 may be used.* Fill the apparatus completely wilh water, 
bold it as shown in the figure, and drop in 
through the tube a a very small quantity 
of any of the aniline dyes soluble in water, 
— for instance, Hoffman's violet rubbed with 
a drop of water into a thick paste. Now 
gradually heat one angle, h, of the apparatus 
by cautiously applying the flame of the Bun- 
sen burner, and note the evidence of currents 
in the tube. , 

This experiment illustrates the 
method of circulation in the warming 
of buildings by means of hot water. ^'°' ^ 

191. Currents merely an Aid to Conduction. — Even when 
currents are set up in a fluid that is being warmed, they do 
not work independently of conduction, but assist it rather. 
This they do by constantly bringing colder particles in 
contact with warmer ones. But the actual transference of 
heat from one portion of the fluid to another portion is 
effected to a greater or less extent by conduction. 

192. Eadiation. — One body may be heated at the expense 
of another without either convection or conduction between 
them. The earth is warmed by the sun, but if we start 
from the earth's surface towards the sun with a ther- 
mometer, we shall very soon find that we are not following 
an ascending scale of temperature in the medium between 
us and the sun. On the contrary, we get into colder and 
colder regions above the general level of the earth. If we 
look for streams of matter coming from the sun to the 
earth and bringing us heat by convection, we do not find 
them. Physicists are convinced, by means of experiments 
not to be described here, that what heat we get from the 



' A rougher but equally efficient form may be made in the 
laboratory from large glass tubing and one of the Y-tubes pf ISzer- 
ciseX. 
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sun is transmitted to ns by means of a waye-motion of the 
interrening medium, whatever that medium may be, that 
fills the space between the heavenly bodies. As waves in 
deep water travel straight forward, although the single 
water-particles go but short distances and then return, so 
waves truvel swiftly from the sun to the earth while the 
particles of the substance that transmits them merely 
vibrate to and fro. Now regular vibrations, in which 
every particle repeats the same movements again and 
again, not jarring against its neighbors irregularly, but 
moving in system and harmony with them all, are not what 
physicists call heat-vibrations. We shall therefore speak 
of the medium between us and the sun as containing, not 
'^radiant heat," as books formerly did, but radiant energy, 
which, coming from the heat of the sun, may be turned 
back into heat when it strikes the earth. It is not from 
the sun alone that radiant energy is transmitted. On a 
small scale the same kind of action is noticeable at moder- 
ate distances on the earth's surface, from fires, masses of 
heated metal, and so on : it is the principal means of heat- 
ing in rooms warmed by open fires. Radiant energy may 
traverse a medium without appreciably warming that 
medium. Its velocity between us and the sun is about 
30,000,000,000, or 3 X 10**, cm. per second. 

EXPERIMENT 35. 

Hold a convex lens— the larger its diameter the better— in the sun- 
light above a sheet of dark-colored paper, nt such a distance as to 
throw on the paper as small and bright a spot as possible. Note the 
result. Try the effect with plain white paper, and again with the 
same paper blackened with a lead-pencil or covered with lamp- 
black. See whether a thin piece of polished metal, such as silver, 
nickel, etc., or a dull piece of sheet- iron, is the more heated by the 
use of the lens. 

The rate at which one body loses heat to another by 
radiation depends upon the difference in temperature of the 
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two bodies. If the two are at the same temperature, there 
is an interchange of radiation between the two; but it is an 
equal interchange, neither, on the whole, gaining at the 
expense of the other. If the two are at different tempera- 
tures, the hotter loses to the cooler, and loses more and 
more rapidly if the difference in temperature is increased. 
When the difference in temperature is moderate, the rate of 
loss from the warmer body to the other is nearly proportional 
to this difference; but when the^iifference of temperature 
rises to hundreds or thousands of degrees, the rate of loss 
by radiation increases much more rapidly than the differ- 
ence of temperature. 

193. Mechanical Equivalent of Heat. — The first precise 
measurements of the amount of work necessary to produce 
a given amount of heat were made by Joule, an English 
physicist. His experiments were varied in several ways, 
but one method which he used was to cause a known 
weight falling through a known distance to turn paddles 
inside a vessel containing a weighed portion of water at 
a known temperature. The friction of the paddles raised 
the temperature of the water, and from the data obtained 
in this experiment the value of a thermal unit in foot- 
pounds could be calculated. Joule found that about 772 
ft. -lbs. would raise a pound of water 1° Fahr.; that is to say, 
a pound of water falling 773 ft. would be raised 1° Fahr., if 
all the energy of its fall could be turned into heat and all 
the heat could be kept in the water. To raise a pound of 
water 1° C, about 1390 ft.-lbs., according to Joule's experi- 
ments, were required. Later experiments by Professor 
Rowland of Baltimore have shown that the quantities 778 
and 1400 are more nearly correct than 772 and 1390. 
Using the C. G. S. system (see Appendix), we find, accord- 
ing to Rowland's experiments, that the mechanical equiva- 
lent of 1 gm.-deg. (Centigrade) is 42,690 gm.-cm. 

A striking example of the transformation of meohaniqal 
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energy into heat is furnished by the operation of the so- 
called fire-syringe, an instrument in which the sudden 
compression of air heats it to such a temperature as to ig- 
nite tinder. 

As mechanical work can produce heat^ so heat can^ on 
the other hand, be used up in doing mechanical work. 
For instance^ an expanding gas pushing something for- 
ward, and so doing work as it expands, becomes cooled by 
this act. 

EXPERIMENT 36. 

PlacQ the hulb of an air-thermometer^ under a bell-jar on the plate 
of an air-pump, the »Um reaching through a stopper at the top. 
Rapidly ezhaugt the air, and note the indications of the air- 
thermometer. Let the air in quickly after the bell-jar has been 
nearly exliausted, still watching the thermometer. [The air remain 
ing in the receiver during the exhaustion does work in expelling 
what goes out.] 

Experiment shows that one thermal unit used in doing 
work will yield just so many foot-pounds as in the reverse 
process would give one unit of heat. This is an illustra- 
tion of the conservation of energy (§ 133). 

194. How a Oas is. Cooled in Expansion and is Heated in 
Compression. — The behavior of gases is best explained 
(§ 160) by supposing them to consist of very small elastic 
particles of matter which are flying about in very rapid 
motion in all directions, frequently bumping against each 
other and against the walls of the vessel that contains 
them, but rebounding in a very active manner. The ten- 
dency of a gas to expand, shown in the pressure which it 
exerts upon the walls of the containing vessel, is due to 
this activity of its particles. The energy of these motions 

* A so-called "differential thermometer," two bulbs connected by a 
slender stem bent twice at right angles, and partly filled with colored 
liquid, will serve here, if one of the bulbs is packed with cotton- 
wool to make it change temperature less rapidly than the other, the 
whole instrument bein^ placed under the bell- jar. 
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is the heat-energy of the gas. To increase the velocity of 
the particles as a whole is to raise the temperature of the 
gas, and vice-versa. Now when the gas is expanding some 
part of the containing wall must be moving outward while 
the air-particles strike it. When it is being compressed, 
some part of the wall must be moving inward while par- 
ticles strike ifc. Why does the gas become cooled in one 
case and heated in the other case ? The following experi- 
ment may throw some light on the matter: 

EXPERIMENT 37. 

Suspend an ivory ball by means of a string several feet long. 
Hold in one hand a flat weight of two or three pounds. Give the 
ball a slight push, and on its return through the lowest point of its 
path let it strike the weight held at rest. Swing the ball again, and 
on its return let it at the same place strike the receding weight. 
Repeat, letting the ball strike the approaching weight. In each case 
note the effect of the collision upon the velocity of the ball, as indi- 
cated by the distance it swings after the collision. 

195. Heat-engines. — In all heat-engines, whether they 
are ordinary steam-engines, hot-air engines, gas-engines, or 
other forms, we have mechanical work done at the expense 
of heat, the working substance, whatever it may be, cool- 
ing as it expands, because it is doing work, though not 
always for this reason alone. 

196. The Bnn our Main Source of Energy.— A con- 
sideration of great theoretical interest arises from the fact 
that nearly all our available sources of energy on the 
earth^s surface are due to the energy of the sun. Wood 
is produced by the growth of trees, which growth is 
maintained by solar light and heat. Coal and petroleum 
are stored-up results of the solar activity of past geological 
ages. All animals depend for their food either directly or 
indirectly upon vegetable substances, and therefore upon 
solar energy. Finally, since running streams depend upon 
the evaporation of water and its subsequent fall in the 
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form of rain or snow^ and since winds are due mainly to 
the nnequal heating of different portions of the atmos- 
phere, water-power and the motive power of windmills 
most be referred to the snn as their source. 

197. Tendency of other Forms of Energy to become 
Heat. — Whenever the transformations of any given portion 
of energy are traced as far as possible it will be fonnd that 
it tends to take the form of heat. The flight of a cannon- 
ball^ the music of an orchestra, the white light of an elec- 
tric arc-lamp, the muscular energy of a race-horse, — all 
end in slightly warming the air and surrounding objects. 
It may in a general way be said that heat is the lowest form 
of energy. Other forms run into it as streams run into 
the ocean. 

198. Atoms and Moleonles. — Cfhemistry and Physics. — 
Of all the substances known to us, about seventy are called 
elementary substances, or elements. An elementary sub- 
stance is one which, so far as science has yet ascertained, 
is not composed of other substances. 

The smallest particles of an elementary substance that 
science has any knowledge of are called atoms.^ The atoms 
of any one substance are supposed to be exactly alike in all 
respects. 

There is reason for believing that in most elementary 
substances each atom is, in its ordinary condition, joined 
in some definite manner to one or more other atoms. 
These definite combinations of atoms are called molecules, 
and in any particular substance all molecules are supposed 
to be exactly alike. 

The atoms of one element may unite in definite combi- 
nations with those of one or more other elements. A 
group of atoms so formed is also called a molecule, but it 

' The name atom, that is, undivided, or indivisible, should imply 
merely something that science does not know how to divide. 
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is a molecule of some new substance, different from either 
of the elements that go to make it up. Such a substance 
is called a cmnpound substance. It has molecules, but does 
not have atoms of its own. 

The science of chemistry deals with atoms and the ways 
in which they combine to form molecules. Physic takes 
molecules ready-made, and studies their behayior and the 
phenomena which bodies can show without suffering a 
break-up of their molecules. Even so great a change as 
that from ice to water or from water to steam leaves the 
molecule unchanged in composition, the substance used 
remaining the same throughout. 

Questions aistd Pboblems. 

1. Make a list of all the common substances that you 
know may readily be made to appear under all three states, 
the solid, the liquid, and the gaseous. 

2. What conclusion may be drawn from the fact that the 
inside of the upper part of a bottle partly filled with gum- 
camphor soon becomes covered with a crystalline deposit ? 
(Solid iodine acts in the same way.) 

3. Explain the difference between thermal capacity and 
specific heat. 

4. The climate of islands is more equable than that of 
the interiors of continents. Explain how this naturally 
follows from the physical properties of water. 

5. If the specific heat of mercury is 0.0333, what will be 
the final temperature when 1000 gm. mercury at 100° are 
poured into 100 gm. water at 0° ? 

6. What is the error of the boiling-point in a ther- 
mometer that in freely escaping steam, with the barometer 
at 77.8 cm., reads lOOM ? 

7. Rewrite the formula for calculating specific heat of 
lead, on the supposition that the shot was cooled to 0° and 
put into water at 25°, 
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8. Suppose that jou had performed Exercise XXVII 
exactly as yon did^ save for the substitution of oil of tur- 
pentine (''spirits of turpentine"), sp. ht. 0.47, for the 
water actually used. Find the final temperature. 

9. From an iuspectioh of the table of physical properties 
in the Appendix what suggestion do you get in regard to 
the relation between specific gravity and specific heat ? 

10. If n gm. of water taken at 0^ G. and m gm. of kero- 
sene taken at 20^ 0. attain when mixed a final temperature 
of 12^ C, find the sp. ht. of kerosene. 

11. Tubs or barrels of water in a cellar in winter are said 
to ''keep the frost away'' from fruit and vegetables (whose 
freezing-point is a little below 0°). Explain how this can 
be true, even if the water used is at 0°. 

12. Taking as the value of the latent heat of fusion of 
ice 80 thermal units' and that of the vaporization of water 
at 100° as 537 thermal units, what will be the number of 
units necessary to change a kilogram of ice at 0° into steam 
at 100** ? 

13. How many inches of rain at 10** would be needed to 
melt a layer of ice 1 inch thick ? 

14. From the following data find the latent heat of 
melting for beeswax : 

Weight of water . . 300 grams. 

" " wax 100 " 

" " calorimeter 140 " 

Sp. ht. of calorimeter material 0.1 

Temperature of water just before wax enters . . 93° C. 

" " wax just before it enters water 62° C. (its 

melting-point). 

« " the whole after wax melts 62° 0. 

(Assume that no heat escapes from the vessel.) 

15. Let 100 gm. of ice at 0° C. be put into 300 gm. of 
water at 50° C, contained in a brass vessel weighing 80 gm. 

* Gram-degrees (Centigrade.) 
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Calling the latent heat of water 80 and the specific heat of 
brass 0.1, calculate the temperature of the mixture. 

16. A kilogram of iron at 100° is immersed in a kilo- 
gram of ice and water at 0°. The final temperature is 3°. 
How much ice was present ? 

17. What is meant by the phrase '^the dew-poinV^? 
Describe carefully the method by which you determine the 
dew-point. 

18. Describe carefully the nature of boiling, showing 
how it differs from ordinary evaporation. 

19. Describe as fully as you can the transferences of heat 
that occur in the process of heating a room by means of 
coils of steam-pipe, beginning with the fire beneath the 
steam-boiler. Show why the steam in the pipes is more 
efficient in heating than an equal weight of air or water at 
the same temperature as the steam. 

20. Name all the familiar instances that occur to you of 
the conversion of mechanical energy into heat, omitting 
examples given in the preceding chapters. 

21. Assuming the average height of Niagara Falls to be 
50 m., how much warmer should we find the water at the 
foot of the falls than at the top ? (Assume that all the 
heat generated by the collision of the falling water with 
other water and wit^ the river-bed below is imparted to 
the falling water.) 

22. Calculate the number of thermal units necessary to 
perform the work done in Exercise XXI. 

23. How high could a 10-kgm. weight have been lifted 
by the heat given off during the condensation of the steam 
in Exercise XXIX ? 

24. Explain as fully as you can the transformations of 
energy that take place when steam is generated in a loco- 
motive engine, the engine employed to draw a train at 
a high rate of speed, and the motion finally checked by 
applying brakes to the train. 
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CHAPTEE XII. 
SOUND. 

199. Plan of the following Diflcussion.— In the study of 
this subject we shall consider principally — 

. The means by which sound is brought to our ears ; 

The Telocity with which it travels in its most common 
medium; 

The origin of sounds, and the cause of difference be- 
tween musical and unmusical sounds; 

The means by which musical sounds of a given pitch 
can be produced. 

200. Transmission of Sound. — If an alarm-clock be 
wound up and placed on some soft substance (wool or cot- 
tpn-waste) under the receiver of an air-pump, and if the 
air be then exhausted as perfectly as possible, just before 
the alarm would begin to sound, the noise of the clock will 
become so weakened as to be almost inaudible. On re- 
peating the experiment with the receiver full of air the 
sound is very plainly heard. 

EXPERIMENT 38. 

Hold one end of a slender rod of wood 8 m. or more in length firmly 
between the teeth while another member of the class sounds a tun- 
ing fork and then holds the stem against the free end of the rod. 

The result of this experiment will show the student that 
other media than air can transmit sound. It is a common 
and interesting experiment to hold the head under water 
while a comrade at a distance raps two stones together 
under water. The loudness of the sound is painful: it 
may even be sufficient to injure the hearing at a distance 
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at which the sonnd produced by rapping the same stones 
together in air would be only faintly heard. 

201. EXERCISE XXX. 

VELOCITY OF SOUND IN OPEN AJB. 
[Trowbridge, Exp. 168.] 

Apparatiu: A pendulum beating secondB. A small spy-glass. 
A board. A hammer or stone. 

One experimenter strikes the board sharply Just when the 
pendulum-bob passes the middle point of its arc. Another places 
himself at the start about 900 ft. distant from the first, in a line at 
right angles with the plane in which the pendulum swings, and 
then, looking through his glass, seeks to place himself at such a 
distance that the stroke made when the pendulum-bob passes 
through the middle point of its arc in one direction reaches his 
ear Just when the bob passes through the middle point of its arc 
in the other direction. The distance which the sound travels in 
one second in one direction is thus roughly determined. As the 
wind may either help or hinder this movement, the conditions 
should afterward be reversed by having the experimenter with 
the glass strike the board, while the other sta3rs at the pendulum 
and listens for the stroke, signalling to the striker to come nearer 
or go farther away until coincidence occurs as before. The mean 
of the two distances now found should be taken as the distance 
which sound would travel in one second in still air. 

This method is not likely to give very accurate results. Its 
merit lies in its directness and simplicity. A still more direct 
and simple method is to place two persons a long distance apart, 
but in sight of each other, and have each in turn discharge a pistol 
or gun while the other notes, as well as he can, the number of 
seconds between the sight and the sound of the explosion. 

In case this exercise is impracticable^ as it would be in 
most city schools, the Telocity of sound may be calculated 
from the altematiye for Exercise XXXII, as described in 
§210. 

Changes of temperature greatly affect the velocity of 
transmission in air and other gases, the speed in air in- 
creasing about 60 cm. per second for each centigrade de- 
gree of increase in temperature. Change of pressure with- 
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out change of temperature does not affect the Telocity. In 
gases of different density, at the same temperature and 
pressure, the velocity of sound is found to be inversely pro- 
portional to the square root of the density. Experiment 
shows that the velocity of transmission of sound is greater 
in solids and in liquids than in gases. 

202. Sources of Sound. — If we trace back to its source 
a sound that comes to our ears, we can usually find it in 
the movements, often very minute, of some body which is 
said to give out the sound. Often this motion is apparent 
to the eye, as in the case of vibrations of sounding-strings 
or long tuning-forks. Frequently the sense of touch will 
show this state of motion in a sounding body, a short tun- 
ing-fork for instance, when sight does not. Sometimes, as 
in the case of faint sounds of high pitch coming from 
short thick metal bodies, we do not perceive the motion of 
the body directly in any way, and only by what we know 
of other sounding bodies convince ourselves that such 
motion exists. 

203. Sound-waves.— But how is it that the air or any 
other medium brings the sound from its source to our 
ears? Do particles of the medium propelled from the 
sounding body move on until they reach our ears, as a 
baseball moves from the swinging bat to the hands of the 
player who catches it ? Evidently this cannot be the case 
when the medium which transmits the sound is a solid, 
nor is it the case when the medium is a liquid or a gas. 
Particles of liquid or gas, if sent forth with the velocity of 
sound, would soon be arrested by the resistance of their 
fellows, unless the latter were moving with similar velocity 
and direction. 

EXPERIMENT 39. 

Take an open tube of tin» several feet long and 3 or 4 inches in 
diameter, but narrowed to a f mstum of a cone at one end. Pill the 



> See Tyndall's Sound. 
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tube with smoke, by burning touch-paper^ in it. Place a lighted 
candle at the small opening and strike together two books or blocks 
at the large opening. Can the candle-flame be disturbed in this way 
without driving the smoke from the tube? 

It is a concussion, or jar, not a violent blast of wind, 
that breaks glass miles away from an exploding powder- 
mill or dynamite manufactory. Now a disturbance which 
travels through any medium without permanently displac- 
ing the parts of that medium,' which is, in fact, merely 
passed on from one set of particles to the next, is called a 
vmve. There are various kinds of waves. With waves at 
the surface of water all are familiar. The waves which 
bring us energy from the sun have been alluded to in the 
preceding pages (§ 192). In these two kinds of waves 
there is a motion of the particles of the medium to and fro 
across the direction in which the waves move forward. A 
sound-wave consists merely of a compression travelling 
forward, followed by a rarefaction. Every particle of the 
medium affected by the wave is in turn crowded close to 
its neighbors and then withdrawn from them, making, on 
the whole, a slight excursion forward and backward, par- 
allel to the direction in which the sound is travelling. 
This theory of the nature of a sound-wave is sustained by 
our knowledge of the properties of bodies and by experi- 
mental evidence. We shall not enter upon the argument, 
hut the student will by himself probably find it easy to see 
how a wave of compression may be sent through a medium 
such as air. If we, as Professor Tyndall does in his lec- 
tures on Sound, explode a small balloon, at the moment 
of explosion the layer of air immediately about the balloon 
is violently compressed. By virtue of its elasticity this 
compressed air will almost instantly transmit the com- 

* Absorbent paper, e.g., blotting-paper, that has been soaked in a 
strong solution of potassium nitrate in water and then allowed to 
diy. 
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pression to another layer immediately outside of itself^ and 
will at the same time itself become more rarefied than 
before the explosion. In this way a condensation and a 
rarefaction — in fact, a series of them — moye outward in 
all directions from the exploded balloon. A single con- 
densation and its accompanying rarefaction together con- 
stitute a sound-wave. It is easiest to study such waves in 
gases; and it is known that the sound-waves produced by 
a body in mid-air giving off sonorous vibrations, as in the 
case of a bell rung in a lofty steeple, have, at a distance 
from the source, nearly the form of hollow spheres having 
the source at their common centre. 

In seeking to form a distinct idea of the movements of 
particles through which a sound-wave is moving the stu- 
dent will be greatly assisted by the use of Crova^s disk,^ 
This consists (as shown in Fig. 53) of a number of circles 

drawn so as to be nearly but 
not quite concentric. The 
disk is attached to a rotating 
apparatus, and whirled ; while 
across, in front of either half 
of it, is held a piece of card- 
board, in which is a long slit 
2 or 3 mm. wide parallel to 
any radius of the circles. 
The short arcs of the circles, 
seen through the slit, may 
Fio.M be taken to represent parti- 

cles of air, and the way in which they crowd together and 
separate, as the disk rotates, gives a very vivid idea of the 
way in which the particles of air actually move when set 
in motion by a sound-wave The places where many lines 

' The disk may be bought of dealers in physical apparatus, or 
made according to the directions in Mayer's Sound. It is better to 
buy the rotating apparatus. 
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are crowded together of course represent the condensed 
portion, and those where the lines are widely separated, 
the rarefied portion of a sound-wave. Observe how each 
condensation is succeeded by a rarefaction and each rare- 
faction by a condensation. 

204. Beflection of Sound: Echoes.— Sound-waves may 
rebound or be reflected from surfaces against which they 
strike. They obey the same 
law of reflection as light- 
waves (§ 244), that is, the 
angle of reflection is equal to 
the angle of incidence. 

Thus in Fig. 54 a sound- 
wave following the line P 
will after reflection follow fio.m. 

the line F', making the angle of incidence, or, equal to the 
angle of reflection, a\ So for a wave following the lines 
R and R', the angle of incidence, y^, will be equal to the 
angle of reflection, /?'. 

A reflected sound is called an echo. Echoes occur where 
a sound travelling through one medium comes abruptly 
against another medium of different density. Echoes 
have much to do with the ease or difficulty which a speaker 
finds in making himself heard in a large hall. The long 
jarring rumble of a thunder peal is maintained by echoes 
from strata of air, from clouds, or from the earth. 

205. Musical and XTnmusical Sounds. — All recognize that 
some sounds have a musical quality, while others are 
merely noise. 

EXPERIMENT 40. 

Upon the whirling apparatus mentioned in § 204 fasten a disk of 
metal or wood about 6 in. in diameter carrying 2 circular rows of 
pegs, each row being concentric with the disk. In one row let the 
pegs be placed at equal intervals of about \ inch. In the other row 
let there be an equal number of pegs separated by unequal inter- 



260 PHT8IC8. 

yals.* Bevolve the disk at a uniform rate seyeral times a second, 
and hold the edge of a card lightly against the regular row of pegs, 
then hold the card against the other row of pegs. Is there any 
marked difference in the quality of the sound produced in these two 
cases? Try the effect of turning the disk very slowly. 

From these experiments we conclude that sound-waves 
striking the ear at regular intervals, and with a frequency 
greater than a certain limit, produce the sensation of con- 
tinuous musical sound. Are musical instruments, tuning- 
forks for instance, capable of giving out sound-waves of 
regular intervals ? 

EXPERIMENT 41. 

Take a long and tolerably straight piece of clock-spring and fasten 
it in a vise, leaving about 18 inches projecting horizontally. Set 
this vibrating in a small arc. and count the number of vibrations 
which it makes in one half- minute. Then make it swing with a 
large arc, and count the number of vibrations as before. Does the 
long vibration take a longer time than the shorter one? Now push 
the spring farther into the vise, leaving only 6 or 8 inches projecting. 
Make observations, if possible, as before. Finally, leave only % or 3 

' Such an instrument may be constructed as follows: Take a disk 
of brass 6 in. in diameter and about \ in. thick. Trace on the face 
of this disk two circles, one 2} in. in radius, the other 2i in. Bore 
72 holes about ^^ in. in diameter, with their centres^at regular inter- 
vals ou the circumference of the larger circle. Bore 86 holes in the 
same way on the smaller circle. In these holes cut threads for short 
machine screws of brass. Fill all the holes of the inner circle with 
such screws set firmly in. Fill an equal number of holes in the 
outer circle with similar screws placed at veiy irregular intervals, 
but all set firmly in. 

The advantage of using screws as pegs is found in the freedom 
for making variations of arrangement in the irregular row. It 
would doubtless be cheaper to use pegs fixed once for all and soldered 
in place. 

The irregularities of movement likely to occur with a whirling 
apparatus driven by hand wiil make this machine at the best some- 
what unsatisfactory as a musical instrument, but properly handled 
it serves its purpose in this place. 
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inches projecting. Does the spring now set in vibration yield a 
musical sound ? 

Do vibrating strings fastened at both ends, as in violins 
and pianos^ vibrate regularly with a time of oscillation un- 
affected by the extent of the swing ? 

EXPERIMENT 42. 
Take a rubber tube several feet long, fasten it at each end in such 
a way that it will be under moderate tension, and then find by trial 
whether any number of small swings of the tube require less time 
than an equal number of large swings. If any difficulty is found in 
making the tube swing slowly enough, it may be filled with sand. 

206. Determination of the Length of a Sonnd-wave. — 
Since, therefore, a musical sound consists of a series of 
waves following each other at regular intervals of time, we 
may call the distance between similar portions of two con- 
secutive waves the wave-length of that sound. We may 
take the distance from the point of greatest condensation 
in one wave to that of the point of greatest condensation 
in the next wave, or we may measure from rarefaction to 
rarefaction. The distance will be the same in both cases. 

Suppose any kiud of tuning-fork, for instance a common 

" A*^ fork of 440 complete* vibrations per second, to be set 

vibrating, and to remain vibrating for one second. In that 

time we may suppose that at the ordinary temperature the 

sound will have travelled about 340 m. Then a sphere of 

340 m. radius will have been filled with alternate shells, 

or layers, of condensed and rarefied air. Each complete 

vibration of the fork produced two layers, or one complete 

sound-wave. So the length of the sound-wave in this case 

. , ^34000 
IS about ... , or 77.3, cm. 
440 

* A complete, or double, vibration is a movement in which the 
vibrating body goes over its whole path twice, once from left to 
right and once from right to left, that is, performs a round trip. 
The word mbration used alone will, in this book, mean such a com- 
plete vibration. 
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207. Oraphioal Representation of a Sonnd-wave. — A 

diagram like the following (Fig. 55) is commonly used to 
represent a sound-wave. 
c 

I 
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The curve ACD is taken to represent the condensed part 
and the curve DEB the rarefied part of the wave. Per- 
pendiculars, such as CF, let fall from the curve upon the 
line ABy show the relative amount of condensation or 
rarefaction at any desired point F on the line AB. Be- 
memher that this figure is not a picture of a sound-wave, 
but only a symbol for one. This wave is supposed to bo 
travelling from Ato B ot from B to A, and the particles, 
originally lying on the line ABy still lie on that line while 
the wave-motion is going on. (See § 203.) 

208. EXERCISE XXXII. 

INTERFERENCE OF SOUND: WAVE-LENQTH, 
[Trowbridge, Exp. IflO.] 

The oliject of this exerciBe is to show the foot of the interfere 
ence of ■ound in such a way as to demonstrate the ezistenoe of 
waves of sound, and to determine roughly the wave-length of a 
musical note of a certain pitch. 

The method followed is to send the sound from a certain point 
to another point by two channels of different lengths, and to 
regulate those lengths in such a way that the result at the second 
point win be approximate silence, although either channel acting 
alone would bring a sound of good volume. 

In addition to the form of apparatus described in the passage of 
Trowbridge abore referred to, several others are available. Thus 
Dr. Whiting has shown that it is possible to perform this experi- 
ment merely by holding the ends of a rubber tube to the ear 
while the handle of a vibrating tuning-fork is made to touch the 
tube at the proper point. It is weU to have the two channels of 
sound converge before reaching the ear. The numerical results 
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obtained with this apparatus appear to depend somewhat upon the 
thickness of the wall of the tube. 

Another apparatus consists of two brass U-tubes, the aims of 
one sliding for a distance inside the arms of the other. The arms 
of one tube are about twice as long as those of the other. Near 
the middle of each arm of the longer tube a short side-tube is set 
in. A vibrating tuning-fork is held at the mouth of one of these 
side-tubes, and a rubber tube attached to the other side leads to 
the ear of the experimenter. At the beginning the arms of the 
shorter U-tube are pushed on over those of the other until the 
two channels from one side-pipe to the other are of the same 
length. Then while the longer U-tube is held fast the shorter 
one is drawn out, making the channels imequal in length. That 
position of the tubes is sought which will make the sound heard a 

No one of the three forms of apparatus above described or 
referred to is likely to give very accurate values of the wave- 
lengths used; but nevertheless the exercise, if carefully per- 
formed, with any of them is instructive. If the pitch of the fork 
used is known, the velocity of sound in the tubes may be calcu- 
lated from the pitch and the wave-length, and this velocity can 
be compared with that obtained by the more direct method of 
Er XXX. 

As an alternative, the familiar experiment with a resonance-tube 
may be used for determining wave-length. [See § 210.] 

[This exercise generally succeeds better with the telescoping 
brass tube Fig. XXTT, than with either of the other combinations 
of tubes referred to in the next. The tube B may be drawn out 
at first rather slowly while one student listens at Hy the outer end 
of a rubber tube which connects with the brass tube at 27, and an- 

* For convenient use with a fork making 256 double vibrations per 
second the arms of the long U-tube should be each about 80 cm. 
long in the straight part, and should be separated from each other 
about 10 cm., the bend being a smooth turn. The arms of the 
shorter U-tube should be each about 40 cm. long. The side-pipe 
at which the tuning-fork is held has a mouth about 1.5 cm. in 
diameter, and tapers toward the base. The other side-tube has a 
mouth about 8 mm. in diameter, and grows larger toward the base. 
The legs of the tubes must be braced by stiff cross-pieces to keep 
them in shape. Randolph & Clowes of Wat^rbury, Conn., make thin 
telescoping brass tubes suitable for this apparatus. 
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other holds the sounding-fork at F, The blows given the fork 
to set it in vibration must be as nearly equal as may be, and the 
formation of harmonic vibrations in the fork (see § 226) as for as 
possible prevented by striking it on a large rubber eraser or other 
not too hard otject laid on the table-top. When the position of 
least sound has been roughly ascertained, the experiment should 
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be continued with much care, the tube being drawn back and 
forth over the region of approximate silence not more than H 
cm. at a time. Bach student using the apparatus should take 
turns in listening at H. Only one set of students at a time with 
one set of apparatus can successfully work at this exercise in a 
single small'room.] 

209. Record and Calculation of Besnlts.— Since the 
sound-waves starting from F are equally free to travel to B 
by the route FAE or FBE, each wave will send about half 
of its energy by one route and half by the other route. 
The unequal lengths of the arms A and B will prevent like 
impulses from arriving at F at the same time by the two 
routes. Suppose that the part which passes through B 
arrives at F one half wave-length behind that which passes 
through A. Then any air-particle at F, and therefore any 
particle at H, will be at the same time subject to a com- 
pressing impulse by way of one branch and a rarefying 
impulse of about the same magnitude by way of the other 
branch. The result of course should be equilibrium, no 
motion of the air-particles, and consequent silence. Then 
FAF — FBF would equal one-half wave-length for the 
given fork. 
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The fact that absolute silence is not obtained in this ex- 
periment depends partly on the fact that every fork pro- 
duces not only a fundamental tone, but also harmonic tones 
(see § 223) of very different wave-lengths, which are not 
necessarily to be silenced when the fundamental tone is 
silenced. Another cause of the slight remaining sound 
heard may be the power of the metal tube to conduct 
sound-waves through its own substance. Moreover, some 
sound may come through the outside air. Finally, the 
sound which has followed the longer path is not quite so 
strong as the other, for it has suffered more from friction 
in the tube. 

210. Alternative for Exercise XXXIL' 

Apparatus: A glass tube, two or three centimeters in internal 
diameter and 25 or 30 cm. long, fitted with a cork which moves 
easily, but closely, in the tube, which may be oiled inside. A tun- 
ing-fork of about 440 or 528 double vibrations per second (an "A " 
or a " C ""), a stick to use as a ramrod to push the cork back and 
forth, a meter-rod. 

Insert the cork in the tube, pushing it in a few centimeters; sound 
the fork by striking one prong on a thick piece of rubber, and hold 
the fork with its long axis perpendicular to tbe axis of the tube, and 
with one prong as close to the mouth of the latter as it can be held 
without touching the glass (see Fig. 56, which, however, illustrates a 
somewhat different apparatus). Repeat, with cork in different posi> 
tions, until the length of air-column that gives the maximum reso- 
nant effect has been found. Measure this column and the internal 
diameter of the tube. Repeat with the tube filled with coal-gas 

' The necessity for a certain arbitrary correction (see § 211) makes 
this experiment of § 210 somewhat unsatisfactory. This necessity 
can be avoided by using a longer glass tube, finding two positions of 
the stopper that will give a maximum of sound, and measuring the 
distance between these two positions, which will be half of a whole 
wave-length. (See Whiting's Phymal Measurements, Pa/ri /., D. C. 
Heath & Co.). 

^ Forks an octave lower answer equally well with a ^lass tubq 50 
or 00 cm. lon^. 
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drawn from a gas-burner or other convenient source, and carried by 
means of a rubber tube held almost against the cork. The tube 
must, of course, be held in an inverted position, and the smell of the 
escaping gas will indicate when all the air has been displaced. The 
length of the resonant column is then to be determined as before, 
with the tube held constantly in an inverted position, and the supply 
of gas from time to time renewed. 

211. Calcnlation of Resnlts. — The resonant effect of the 
air-column of proper length is due to the fact that a 
sound-wave coming from the fork is reinforced by the 
reflection of the preceding wave, coming back to the 
vibrating fork in such a period as exactly to coincide in 
phase with the newly-formed wave. In Fig. 56, which 
shows a common hydrome- 



ter-jar used as a resonance- 
tube, suppose the fork A to have been set 
vibrating from the position of rest of its 
lower prong at 1. By the time this prong 
has reached the position 2 the phase of con- 
densation of the sound-wave will, if the dis- 
tance ^C is properly chosen, have travelled 
from B to C. While the prong returns to 1 
the condensation will travel back to 1. 
While the prong moves to 3 the condensa- 
tion will continue to ascend, combining with 
and strengthening that sent directly from 
the prong, and so on. It may be inferred 
that the distance J9C is i wave-length (for 
the given fork), from the fact that ^Cis 
traversed by the wave while the fork is 
making i vibration, that is, swinging from 
1 to 2. It is found by experiment that the diameter of 
the tube makes some difference in the length of the air- 
column, so that in calculation i of the diameter should be 
added to the length. (See note to § 210.) 

We have, then, from the experiment the data for calcu- 
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lating the length of the sound-wave in air and in coal-gas^ 
and also, when we know the time of vibration of the fork, 
the velocity of sound in air* and in coal-gas. 

Let w = length of sound-wave; 
V = velocity of sound; 
I = length of the resonant column; 
d = diameter of the tube; 
n = number of vibrations per second of the fork 



From § 206 the student has already learned how to calcu- 
late the length of a sound-wave, knowing the number of 
vibrations per second which the soundmg body undergoes, 
and knowing also the velocity of sound at the given tem- 
perature. Suppose now that the length of the sound-wave 
has just been learned from the resonant-tube experiment 
above described, and that v, the velocity of sound, is the 
unknown quantity. 

From § 206 we may obtain the formula w = -. 
But w = ^\l + % 

therefore 41 Z + - J = — , 

and v = 4u -f -^n. 

The value found for the velocity of sound by this 
method may be compared with that obtained directly in 
Exercise XXX. 

* The velocity of sound through air contained in an open tube is 
nearly, but not always exactly, the same as through the open air 
outside. 
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212. Relation of Musioal Sounds to each Other. — Having 
now obtained an idea of the essential nature of a musical 
sound, as consisting of a regular succession of waves of a 
particular length, let us next inquire what are the pecu- 
liarities that distinguish one musical sound from another. 
These peculiarities are of loudness, pitchy and quality. We 
shall discuss the three in turn. 

213. Intensity or Loudness of Sound Vibrations.— The 
rumble of an approaching railroad train, at first faintly 
heard, gradually increases to a roar as the train nears the 
listener, and again dies away as the train recedes in the 
distance. Equally marked variations may be produced 
by the player upon a large organ, who can at will cause his 
instrument to murmur softly or to send forth a volume of 
nound-waves that shall shake the windows and even the 
walls of the containing building. In the case of the train 
and of the organ the difference between the lesser and 
the greater effects produced may be only of degree, not 
of kind. The vibrating air-particles which transmit the 
sound to the ear and the jar to all movable objects in the 
neighborhood are thrown into more violent agitation by 
the train near at hand and by the loudly-sounding organ- 
pipes than by the distant train and the feebly-sounding 
pipes. Plucking a sonometer-wire (§ 222), now gently, 
and again with greater force, and listening to the resulting 
sounds, will show to the student that the intensity of 
sound-waves depends upon the amplitude of the vibrations 
which cause them. 

Since sound-waves travel outward from their centres in 
ever-enlarging hollow spheres, and since the surfaces of 
spheres are proportional to the squares of their radii, it is 
plain that a given amount of energy in the shape of a 
sound-wave must, as it recedes from its source, occupy — 
if none of it is lost on the way (see § 229) — successive por- 
tions of space, which increase with the square of the dis- 
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tance from the source. Hence the intensity of the wave at 
any given point must lessen as the point is taken farther 
and farther away from the source of the wave. More 
exactly, the intensity of a sound-wave (and its loudness to 
the ear) varies inversely as the square of its distance from 
the vibrating body which prodtcced it.^ 

214. Speaking-tnunpets, etc.— As the spreading of a 
sound diminishes its intensity, any means which make the 
sound travel within limited channels tend to maintain its 
intensity as it moves farther and farther from its source. 
This explains the effects of speaking-trumpets and speak- 
ing-tubes. On the other hand, ear-trumpets, used by deaf 
people, have a broad mouth, which gathers the sound from 
a considerable area and concentrates it upon the ear. 

215. Acoustic" dualities of Kooms. — The reflection of 
sound has already (§ 204) been alluded to. In a large 
room the words of a speaker may come to his hearers once 
directly and once or several times by reflection from the 
walls. The effect of the echo may be very confusing, 
making it diflBcult to distinguish the words spoken. But 
if the room is of moderate dimensions the echo comes so 
soon as to unite with the direct sound, making it practi- 
cally louder than it would be in the open air. Soft cover- 
ings on walls and furniture and the presence of an audi- 
ence tend to destroy the echo. 

216. Increase of Loudness by Eesonanoe. — We have 
already, in the alternative for Exercise XXXII, seen that 

> This Is true only when the distance is so large In comparison 
with the dimensions of the sounding body that the latter may be 
considered a centre from which the sound-waves proceed along radii. 
A person ten feet distant from the nearest point of a moving railroad 
train does not hear four times as loud a sound as one twenty feet 
distant from the train. 

* Acoustic is derived from a Greek verb ccKovetr, which means 
to hear. 
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the sound from a tuning-fork can be greatly augmented 
by the vibrations of a column of air. Not only air-columns 
of suitable lengthy but solid objects also, may serve to 
increase the amount of sound produced by a vibrating 
object. The difference in the audibility of a vibrating 
tuning-fork held in the air, or held with the end of the 
stem pressed firmly against the table-top, shows this. Still 
greater increase of volume of sound would be produced by 
holding the stem of the sounding fork down on the top of 
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a resonance-box. Fig. 57, since this is thinner and more 
easily set vibrating, and also transmits its vibrations freely 
to the air. The action of a resonant board may be ex- 
plained by considering how much larger masses of the 
surrounding air may be set in motion by it than by the 
narrow prongs of a tuning-fork or the slender strings of a 
violin or piano. The student should notice the provisions 
made in various stringed instruments to secure resonance. 

217. Pitch. — The next characteristic to be considered is 
pitch. It is easy to show, by turning with varying speed 
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the rotating disk used in § 205, that the degree of sharp- 
ness changes as the vibrations producing the sound become 
more or less frequent. An increase of sharpness in a 
musical sound is called a rise of pitch. The student can 
readily determine whether an increase of frequency in the 
vibrations raises or lowers the pitch of a sound. We may 
naturally inquire how many vibrations per second are 
needed to yield a tone of given pitch, for instance some 
familiar note of a musical instrument. This question is 
taken up in the next exercise. 

218. EXERCISE XXXI. 

PITCH OF A TUNING-FORK.^ 
[Trowbridge, Exp. 154.] 

Apparatus: A tuning-fork not above middle O in pitch, feueitened 
in a nearly horizontal position to some support in such a way that 
a style fastened to the end of one prong may make, when the 
tuning-fork is sounding, horizontal movements to and fro a few 
millimeters above the table upon which the support rests. A 
pendulum making between 100 and 160 complete double vibra- 
tions per minute, and capable of swinging in one plane only, sup- 
ported in such a way that the lower end of a style fastened to the 
bottom of the pendulum will swing on the same level as that in 
which the style of the tuning-fork swings. Some means, prefer- 
ably a bass-viol bow, for setting the tuning-fork into vigorous vi- 
brations. A piece of plate-glass about 10 cm. wide and 16 cm. 
long, lightly smoked. A watch or clock. 

The method of this exercise is to draw the smoked glass along 
in a straight line beneath the style of the vibrating tuning-fork, 
thus tracing on the glass a sinuous curve, and siniultaneously to 
cut this curve crosswise by means of traces made by the style of 
the pendulum. Arrange the pendulum and fork so that the hori- 
zontal part of the pendulum motion shall be parallel to the motion 
of the fork-prongs, so that the two styles may, when at rest, be in 
the same vertical plane, with their points as near each other as 

' The outline of this exercise was given by Professor Hutchins of 
Bowdoin College. 
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pnctioable. Place the piece of smoked glau under the tuning- 
fork and pendulum, and make such a4justments that the styles 
will bear lightly upon the glass. Set both pendulum and tuning- 
fork into vibration, and then draw the glass quickly along beneath 
them in a direction at right angles to the vibrations. Ooimt the 
number of vibrations of the pendulum per minute and the number 
of vibrations of the tuning-fork corresponding to one vibration of 
the pendulum, then calculate the number of complete double vi- 
brations of the timing-fork per minute.* 

1 To make a support for the fork, one may take a board about 80 
cm. long, 10 cm. wide, and 2| cm. thick, put one screw through it 
near the middle of one end and two screws near the comers at the 
other end, thus making a tripod, the inclination of which may be 
controlled by turning the various screws farther in or out. Place 
the tuning-fork with its prongs parallel to the length of the board, 
with its handle, which should be of rectangular section, resting 
upon the board midway between the two comer screws, and fasten 
it in position. Th& support for the pendulum may consist of a base- 
board 75 cm. long, 15 cm. wide, and 2^ cm. thick, having on one 
side, about 20 cm. from the end, an upright with a projection at the 
top to carry the pendulum, the upright and the projection being of 
such dimensions as to make the bottom of the pendulum hang mid- 
way between the sides of the base-board and about 1 cm. above it. 
The pendulum may be a piece of clock-spring having for a M at 
the bottom a large bullet, to which the style is to be fastened. It 
should be fastened to its support by some arrangement allowing easy 
adjustment of the style against the glass plate. The choice of an 
object to serve as a style is important. Mr. C. W. Parmenter of the 
Cambridge Latin School, to whom several other good suggestions in 
regard to this experiment are due, recommends a piece of the hair- 
spring of a watch (see Journal of Education for July 11, 1889). 
Such a style, some mm. in length, reaching very obliquely down- 
ward, and properly adjusted, exerts upon the glass plate an elastic 
pressure, yet is stiff enough against horizontal bending to make a good 
mark in the thin brown coating of the plate. A projecting strip of 
pasteboard attached to one end of the glass assists greatly in drawing 
it along beneath the styles. The board carrying the tuning-fork is to 
be placed upon the base-board carrying the pendulum. Under some 
conditions there would probably be a great advantage in replacing 
the two corner screws of the former board by hinges fastening it 
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219. Combinations of Sonnds differing in Pitoh: Beats. — 
In Exercise XXXII the intervals of silence occasioned by 
the interference of sound-waves were well shown, but it 
frequently happens that periods of reinforcement and of 
interference succeed each other at regular intervals, giving 
rise to alternate bursts of sound and periods of com- 
parative silence. This throbbing is called a succession of 
heeds, 

EXPERIMENT 43. 

Tune the two sonometer-wires (§ 222, foot-note) nearly but not 
exactly into unison, that is, until they produce sounds of nearly the 
same pitch. This may be done by tightening the wire of lower 

permanently to the base board. [Fig. 75 shows an arrangement of 
apparatus very similar to .that described in this note, but differing 
from it in certain details. The clock-spring pendulum is here sup- 
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ported by the movable cross-bar of the apparatus shown in Fig. IV.] 
The flexible piece of card-board attached to the glass is of great con- 
venience in moving it quickly at the proper time. 
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pitch or slackening the shriller one. Then sound both at once by 
plucking them near the middle and allowing them to vibrate. Note 
the beats that are produced. 

Beats may also be caused in a variety of other ways^ as 
by the use of two tuning-forks of very nearly equal pitch 
mounted on resonant-boxes (see § 216) and sounded to- 
gether. Two forks may be prepared for this purpose by 
selecting any two of the same pitch and then loading the 
prongs of one lightly near the ends with wax, or by cau- 
tiously grinding off a little from the ends of the prongs of 
one upon a grindstone and testing it from time to time 
with the unaltered fork. Many semi-musical instruments, 
such as ordinary bells and gongs, nearly always produce 
beats when sounded. 

EXPERIMENT 44. 

Hold suspended, mouth downwards, by a cord passed through the 
hole in the centre, a gong like those used for door-bells, or, better, 
one of the ornamental Japanese gongs such as are used for call-bells. 
Strike the edge of the gong a pretty sharp blow with a firm rubber 
stopper through which a stout wire has been forced so as to form a 
handle, and, while the gong is still sounding loudly, lower it, with 
the rim horizontal, until it almost touches the table-top, at the same 
time listening intently for beats. 

If sound-waves are represented, as they may be for con- 
venience, by a diagram of wafcer-waves, the nature of beats 
is well expressed by Fig. 68, where the regions of high 
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crests and deep troughs stand for phases when the two 
waves reinforce one another, and the more level interme- 
diate portions for interference-phases. 
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Harmony and Discord; Hnsical Instnunents. — 

When two or more musical sounds are simultaneously 
produced, their effect upon the ear may or may not be 
agreeable. It is certain to be agreeable if there are only 
two tones whose vibration-numbers have a very simple 
ratio. For instance, if the two tones are those produced 
by a "violin- A" fork, of 440 vibrations per second, and 
another fork of 220 vibrations per second, so that the ratio 
is 2 : 1, the interval between the two tones is what is called 
an octave and the effect is pleasing. Such a pleasing effect 
is called harmony. But if the fork of 440 vibrations were 
sounded at the same time with another of 436 or 444 vi- 
brations, distinct beats (§ 219) would be produced, and the 
result would be unpleasant. It would be called discord. 
Tones an octave apart are produced by any two sonorous 
bodies in vibration when their vibration-numbers have to 
each other the ratio 2 : 1. An octave is the simplest pos- 
sible musical interval, and this is subdivided into seven 
smaller intervals. The vibration-numbers of the whole 
series of tones, comprising a given tone, its octave above and 
the intermediate tones, that constitute the notes of the 
gamut, or natural scale, in music, bear to each other rela- 
tions indicated by the following representative numbers : 

do re mi fa sol la si do 

C:D:E:F:G:A:B:C 
24 : 27 : 30 : 32 : 36 : 40 : 45 : 48 

Keeping these relations in mind and knowing the vibra- 
tion-number of any particular note of the scale, we can 
calculate the number of vibrations that will be required to 
produce any given tone. Suppose we are asked to find the 
number of vibrations per second that will produce the tone 
6 next preceding that of the "violin-A" fork of 440 
vibrations. Then we have the proportion 36 : 40 : : a; : 440, 
from which x = 396 vibrations. 
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221. Quality. — ^Aside from difFerences in the loudness of 
sounds and in their pitchy there is a well-known difference 
in quality. It is this^ in part^ which enables one to dis- 
tinguish the voices of acquaintances in the dark or to pick 
out a familiar voice singing among many others. Still 
more marked are the differences between the sounds of 
different musical instruments^ the violin and the flute, for 
instance, even when both are producing sounds of the same 
pitch. The fact is that a musical sound is usually a com- 
bination of several notes differing in pitch, and what is 
called the pitch of the sound is merely the pitch of its 
loudest component. How such a combination of notes can 
be given out by one instrument, and why, the effect of the 
combination is pleasing to the ear, can be better understood 
after the following experiments with vibrating strings. 

222. Transverse Vibration of Strings. 

EXPERIMENT 46. 

Stretch one of the sonometer- wires * pretty tightly, until it gives a 
clear mosicai sound on being plucked to one side and then released. 
While it is still sounding, drop a little A-shaped rider made of stiff 
paper on the wire near the middle. Note the behavior of the rider. 
Sound the wire again, and look at it in a strong light, while it is 
sounding. Repeat the experiment with the rider, dropping it upon 
various portions of the soundingwire, until the trials have been car- 
ried quite to one end of the wire. Then holding the finger-tip 
lightly against the exact middle of the wire, pluck the latter mid- 
way between the point where the finger is applied and either end. 

' Sonometer is a name given to an instrument consisting usually of 
a wire or cord stretched over a resonance-box of wood. Such a 
sonometer as is needed for this and succeeding experiments can be 
bought of dealers in physical apparatus, or (more cheaply) made 
under the teacher's direction according to the instructions given in 
Pfof. A. M. Mayer's Sound (D. Appleton & Co.). In place of it for 
individual experiments a wire stretched according to the directions 
of Exercise XXXIII can be used. 
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Then quickly remove the finger and put the rider in its place ; then 
put it on some other portion of the wire. Once more place the fin- 
ger-tip on the wire, twice as far from one end as from the other, 
sound it by plucking at the middle, remove the finger and put the 
rider in its place ; then put the rider on another portion of the wire. 

These experiments will doubtless show .that the vibrating 
wire has regions of greatest vibration and points of little or 
no vibration. The regions of greatest vibration are called 
loops ; points of no vibration, nodes. In Fig. 59 the loops 
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and nodes of some vibrating wires are shown. The centre 
of each loop is marked I, and each node is marked n. 

223. Harmonics and Overtones. — Again pluck one of the 
sonometer-wires strongly at the centre, then at various 
intervals toward either end, until finally the end is almost 
reached. Note the clanging tones of high pitch that are 
produced as the end of the wire is approached, and observe 
how these quickly die away, leaving the lowest tone of the 
wire still sounding. This lowest note is called the /wwe?a- 
mental note, or simply t\iQ fundamental , of the wire. It is 
given by the form of vibration shown in Fig. 59, A. The 
higher tones produced by plucking the wire toward the 
end, in the way just described, are called overtones. There 
are two kinds of tones among these: the harmonic over- 
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tones, or harmonics, and those which are not harmonic. 
The harmonics maybe very numerous, but the vibration- 
number of each of them bears a very simple relation to 
that of the fundamental tone of the whole wire. Modes of 
vibration which give harmonics are illustrated in Fig. 69 
B and 0. The ratio of the vibration-number of the 
fundamental to that of each of the harmonics can be made 
out, after the performance of Exercise XXXIII, by com- 
paring the length of the whole wire with the length of the 
vibrating segments which give out the harmonics. 

224. Chladni's Figures. — Strings are by no means the 
only objects that can vibrate in parts. Thin plates of 
metal or wood may give out a great variety of sounds, cor- 
responding to different modes of vibration. If this were 
not so, such instruments as the violin and piano would be 
practically useless. Plates of glass or of metal may be fast- 
ened by a clamp and set vibrating by a violin-bow. If 
sand is sprinkled on the surfaces of such plates while they 
are vibrating, it will arrange itself in lines which mark the 
position of the nodes. The figures formed by the sand are 
known as Chladni's figures, in honor of the investigator 
who first studied and described them. Four forms are 
shown in Fig. 60. In each case the letter b shows where 
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the bow is applied to the edge of the plate; a indicates the 
position of the finger held in contact with the plate, to 
produce nodes; and c is the position of the clamp. A form 
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of clamp adapted to the experiment is shown in Fig. 61. 
The plates should he as nearly 
as possihle of uniform thickness 
throughout, and their edges 
should be slightly rounded. 

A column of air in a pipe does 
not necessarily vibrate as a 
whole. This fact accounts for 
the variety of pitch obtainable 
from a fife, flute, or other simi- 
lar wind-instrument. 

225. Quality of Sound due to Overtones.— The quality 
of any musical sound is due to the number, kind, and 
relative strength of the overtones which, together with the 
fundamental, constitute the sound. This has been proved 
both by analyzing sounds such as those of the human voice, 
of organ-pipes, etc., into their component tones, and by 
uniting many separate simple sounds to form a compound 
sound. Any sound which is caused almost entirely by 
vibrations of a single rate, that is, sound which is nearly 
destitute of harmonics, is comparatively thin, and lacking 
in mellowness and richness. 

EXPERIMENT 46. 

Sound the "middle-C," or the "viollii-C/' fork alternately with 
the sonometer-wire tuned to the same pitch. The wire should be 
plucked about i or } of its total length from one end, in order to give 
a full series of harmonics. Compare the rich sound of the wire with 
the thin sound of the fork. 

If the student has a good musical ear, he may be inter- 
ested to listen to the sound produced by a telegraph-wire 
set vibrating by the wind. On placing the ear against a 
telegraph-pole many tones of widely different pitch may be 
heard. 
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226. EXERCISE XXXIII. 

PJTCH OF VIBRATING STRINGS.^ 

Appozatns: Two wpdng-haHancm waA as mn lamd in Bz. I. 
Two placM of spring bnM-wJreaboiitlH n. long, one baing No. 
24, B. A &, the othsr No. 27. Poor o£ the triangular prisms o£ 
wood nsed in Esc HL A meter-iod. A tuning-fork about middle 
O in pitch and another an octave lower. 

Drive two screws horisontally into the end ol a table-top aboot 
15 cm. apart. Fasten one of the wires to each o£ the screws and 
lay the wires out pafallel to each other along the table-top. 
Under each wire near the screw lay one of the wooden prisms 
with ite edges at right angles with the wire, and 6urten it in 
place. To the free end of each wire 6urten the hook of one of the 
balances. To the ring at the other end of each balance attach a 
strong but flexible wire 40 or 50 cm. long. Within easy reach of 
each of these wires drive into the table-top a stout screw, leaving 
it projecting about 2.5 cm. When the balances are under tenrion, 
each is to be hitched by its connecting wire to one of these 
screws and so held £ut, being propped in soch a way as to lie flat 
onitsback. A second block placed under each of the brass wires 
can then be moved into almost any position without much afiect- 
ing the tenrion, since the wire is held by the pull about as W g*^ 
as the top of the block. Under these conditions the length of the 
wire Buliject to vibration is easily varied. It is necessary, how- 
ever, to hold the wire lightly at this movable block in order to 
limit the vibration to the length between the bridges. Stretch 
the [No. 24] wire with a force of 20 lbs., and, keeping this tenrion 
constant, find what lengths of it will |^ve notes in unison with 
the two forks respectively. Then find what length of ft will cor- 
respond to the lower fork when the tensfon is only 5 lbs. Find 
also what lengths of the No. 27 wire correspond to the forks when 
a tenrion of 10 lbs. is used. (No.24, B. A 8. gauge, has a diameter 
of .0201 in., No. 27 a diameter of .0142 in., so that the otomi sec 
tion of No. 24 is almost exactly twice as great as that of No. 27.) 
The stringi are set in vibration by plucking them at the ariddle. 
The sound is at first rough, owing to the presence of overtones; 
but these quickly die away, leaving the fundamental note, which 

* This exercise is very like one recommended by Mr. J. Y. Bergen 
la the Journal of Education for Jan. 10, 1889, 



aOUND. 271 

i8 the one to be tested. BTen stndentB who have no keen per- 
ception of mtudcal pitch can probably secure nearly perfect nniaon 
by sounding the tuning-fork and the wire at the same time and 
guiding themselves by the beats, which become very apparent 
"When the sounds are near unison. The ear should be held near the 
wire, otherwise the fondamental note may escape detection. 

227. DiacussioB of Results. — ^From the data obtained in 
the preceding exercise the student should be able to answer 
the following questions: 

(1) Wh&t relation exists between length of the wire and 
number of vibrations per second ? 

(2) What relation exists between tension and number of 
vibrations per second ? 

(3) What relation exists between the mass of the wire 
and the number of the vibrations per second? (It should 
be noticed that mass a area of cross-section.) 

228. Sympathetic Vibrations. — 

EXPERIMENT 47. 

Tune the sonometer-wires into unison, sound one strongly and 
place a rider on the other to see whether it vibrates. If it does, the 
vibrations of the v/ire first soimded have been carried through the 
wood of the sonometer, and in some smaller degree through the air 
to the second wire. 

Try a similar experiment with the wires not in unison or har- 
mony. 

If the student has access to a piano^ either in the school- 
building or at home^ a more striking experiment may be 
made with it. Uncover the piano so as to give ready access 
to the wires. Depress the forte pedal^ so as to hold the 
dampers off the wires, then whistle or sing any note, hold- 
ing the lips close down to the wires. After a moment 
stop sounding the note, and listen to the piano. 

The fact that a body capable of yielding a musical note 
responds not to all other musical notes indifferently, but 
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only to such as make harmony with its own, explains the 
term sympathetic vibrationsy which is applied to the phe- 
nomena here described. As a pendulum or a child's swing 
is set into vibration by means of small impulses, properly 
timed and directed, but is on the whole nearly unaflEected 
by equally strong impulses not properly timed and directed, 
so a stretched cord or other body capable of vibration re- 
sponds to the impulses received from another body only 
when these impulses are of the proper frequency. 

EXPERIMENT 48. 

Lead a string horizoDtally from one firm support to another 
several feet distant. From this string suspend two similar balls by 
threads of equal length, — 3 ft., for instance. Leaving one of the balls 
at rest, set the other swinging in a plane at right angles with the 
overhead string, and watch the result. 

229. Dissipation of the Energy of Sound-waves. — In per- 
fectly elastic and frictionless substances sound-waves might 
go on forever without loss, that is, the product, intensity 
X surface of sphere (§ 213), would be a constant quantity. 
But if there are any such substances, they are not the media 
that propagate sound-waves. Even gases manifest a 
measurable amount of viscosity,* and thus, like solids, n^ 
cause a gradual conversion of the energy of sound-waves 
which traverse them into heat. 

Questions and Problems. 

1. Just how could the sonometer-wire be set to vibrating \ 
in four loops? In five loops? How many nodes would 
there be in each case ? 

2. How long after the flash of a gun is seen would its '^^ 
report be heard if the temperature were 0° and the dis- ^ " 
tance of the observer from the gun were 1.5 kilom.?/^ 
Light will traverse this distance almost instantaneously. 

* See Clerk-Maxw^irs TJmry of Heat, pp. 897 to 300, seventh ^ 
edition. 
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3. Describe carefally any method wBich yoa have used 
for measuring the velocity of sound. 

4. What becomes of the energy of sound-waves? To 
what &ct is this transformation due? 

5. Do sounds of high or low pitch travel faster? How 
does the sound of distant music illustrate your answer ? 

6. Why does the sound of a circular saw, cutting 
through a board, grow lower in pitch as the saw enters the 
board ? 

7. What will be the length of the resonant air-column 
that will respond most loudly to a fork of 220 vibmtions "V) \ 
per second ? Neglect the influence of the diameter of the \ I ^* 
tube. 

8. If a tube 4 cm. in diameter and 0.5 m. long responds 

most loudly to a certain fork, what is the wave-length for ^ ^ ^^^^ 
the tone of that fork? ^/ ' U^ ^^" 

9. How would you determine by experiment the time of 
vibration of a tuning-fork? 

10. A sonometer-wire 1 m. long is tuned to unison with 

a fork of 220 vibrations. Find the lengths of wire to give /^ 
the first five harmonics of the fundamental tone of the -> f 
whole wire. t^ J^ ^ 

11. Why are violin-strings bowed, and piano wires stioick, ^* "^ 
near an end rather than at the middle ? 

12. If a certain tone is sung loudly over the sounding- 
board of a piano, what wires will respond? If there is 
any difference in the loudness of the responses, what will 
be the order as regards loudness? 
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CHAPTEE Xm. 
LIGHT. 

230. Definition of Light ; Visibility of Objects.— That 

agency whereby objects affect our eyes in such a way as to 
be visible is called light. We are accnstomed to say^ and 
properly^ that the light comes from the object seen to the 
seeing eye. We have means for measuring the time re- 
quired by light to travel a given distance in air^ and in 
many other media. 

One object is distinguished visibly from others by means 
of some peculiarity in the light which it sends to the eye. 
This light may originate at the object^ as in the case of a 
flame; or it may come from some other source^ and be 
merely reflected or transmitted by the object. 

231. Light travels in Straight Lines.' — It is easy to show 
in a rough way that light travels in straight lines. 

EXPERIMENT 49. 

Darken the laboratory and throw sunlight into the room through 
an opening a centimeter or less in diameter in one of the shutters. 
The light can be most conveniently managed by means of a parte- 
lumi^e. Fig. 62, which consists essentially of a hinged mirror 

> This statement holds good only in cases in which the light 
travels in a medium or substance of uniform composition through- 
out. Even under such circumstances there are certain exceptions to 
the general rule of rectilinear propagation. These occur where light 
passes close by the edges of objects, but the effects produced, al- 
though very interesting and beautiful, are not sufficiently promi- 
nent to make their study in tUig book necessary or desirable. 
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fastened outside one of the laboratory windows, and arranged 
to rotate about an axis which passes 
through the centre of an opening in 
the shutter outside of which the mir- 
ror is attached.* Produce gufflcient 
smoke by burning touch-paper to 
trace the path of the sunbeam across 
the room, or define it by making a 
slight cloud of dust by rapping to- 
gether two dusty blackboard-erasers 
along the course of the light. Note 
the sharply-defined, straight edges of 
tlie path followed by the light in its 




All are familiar with many of the 
practical applications of this princi- 
ple, tliat light travels in straight 
lines. Some of the commonest are ^^' ^' 

found in the practice of sighting rifles, cannon, and other fire- 
arms; in the method of glancing along the edge of a board, which 
the carpenter adopts to see whether it is straight; and in the various 
surveying operations, in which points are located by sighting with 
the unassisted eye, or by means of fine slits in metal plates, or by 
the aid of small telescopes. 

232. Light Bays and Pencils. — If we, for convenience, 
consider the case of an imaginary luminous point, this may 
be regarded as the centre of a sphere of light, and the light 
will travel from the centre to the surface of this sphere 
along its radii. Each one of these ra^ii, or lines of trans- 
mission, will then constitute what it is convenient to call a 
ray of light A group or cone of such rays would form a 
pencil. If the source of light were very distant from the 
observer, as in the case of the fixed stars, the rays of the 
pencil would be practically parallel. Clusters of parallel 
rays may be readily produced from ordinary pencils by 
simple means. 

* Fig. 62 shows a form of apparatus made and sold by Mr. A. P. 
Gage, the author of Gage's Physics. See also the Appendix. 
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288. Formation of Images by Means of Small Apertnres. 

EXPERIMENT 60. 

Make of thin wood a box about 10 cm. in depth and width and 80 
cm. long, with one end closed and the other open. Fit closely into 
the box a square piece of thin Ix^ard, made to slide smoothly, like a 
pistoh, from end to end of the box by means of a rod attached to 
one edge of the board, as shown in the annexed diagram. Fig. 63. 
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Fig. 68. 

The centre of the square board should first have been cut out so as 
to leave not much more than a centimeter in width at the narrowest 
portions around the edge, as shown in Fig. 64. Glue over this hole 
in the board a piece of the thinnest and most transparent tracing- 
paper, or cloth. Cut a hole 4 or 5 nun. in diameter 
in the closed end of the box and tack over the 
hole a piece of very thin sheet-brass, and make a 
hole with a needle through the centre of the brass. 
Place the piston in the box, hold the brass-covered 
end toward a bright gas-flame or lamp-flame in a 
somewhat darkened room, and look into the open 
end of the box, toward the flame. Try various positions of the 
box with reference to the flame; slide the piston back and forth, and 
notice the various pictures or images, of the flame, formed on the 
paper screen. In the same way images may be formed of any 
brightly illuminated object, a house for instance, on which the sun 
is shining. 

234. Explanation of Inversion of Image. — It will be evi- 
dent at once that the image is upside down, that is^ that 
the bottom of the image represents the top of the flame. 
This is due to the fact that the light-rays, coming from the 
flame and traversing the very small aperture in the sheet- 
brass end of the box^ cross each other in their passage, as is 
shown in Fig. 65, where the flame is represented by the 
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arrow AB. For instance, the cone of rays AA' from the 
tip of the arrow and the cone of rays BB' from the other 
end, cross at mn, and appear in the image at the spots A' 
and B' respectively. 

If the aperture mn were gradually to be made larger, the 
spots A' and B', illuminated from A and B respectively, 
would grow larger and larger. The same would be true of 
the spots illuminated from other points of the arrow; and 
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at last the growing spots would so overlap each other that 
the image would be lost in a mere blur of light on the 
screen. 

235. Shadows. — ^Prom the fact that light travels in 
straight lines, it is easy to see that it will be cut off from a 
portion of space behind any illuminated opaque object, just 
as waves of water are cut off by a breakwater, leaving a 
region of calm water behind it. The simplest case is that 
in which the light-giving object is as small as possible. 



EXPERIMENT 51. 

Light a bat-wing gas-jet or a kerosene lamp with a very broad 
thin flame, and cast the shadow of a lead-pencil, held vertical, on a 
sheet of white paper, having first the edge and then the broad side 
of the flame toward the pencil. Note the great difference in the 
sharpness of outline in the two cases. 
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A flbadow with a perfectly well-defined outline conld 
only be obtained by nsing as the sonrce of light a mathe- 
matical point. To illustrate what would be the result if 
this condition could be secured, the student should exam- 
ine the annexed diagram^ Fig. 66. 
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Of the light-rays proceeding from the point Ly the cir- 
cular opaque object OF intercepts all which strike its sur- 
face, thus forming a shadow whose shape is in this case 
the frustum of a cone, OSTV: The black space ST in 
the screen is not the whole shadow, but a section of the en- 
tire shadow OSTV. A perfect shadow like this is called 
an umbra. 

Suppose now that the source of light is of appreciable 
size, as for example a candle-flame: then the opaque ob- 
ject cuts off all illumination from some portions of the 
screen, and from other portions cuts off only a part of the 
light, as is shown in Fig. 67. 

That part of the screen which receives light from part 
of the flame ABy but not from all of it, will appear a par- 
tially shaded ring, P'S'SPy around the central area of total 
shadow. This ring forms what is known as the penum^ 
bra (from two Latin words meaning almost and shadow). 
On account of the comparatively large size of most sources 
of light most shadows are surrounded by a wide mai^^ of 
penumbra. The student will find the best examples of 

* That is, a cone with its tip sliced off by a section parallel to the 
base. 
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clear-cut shadows in those cast upon near surfaces by 
opaque bodies exposed to electric arc-lights (if he can get 
an opportunity to observe these), and he may compare the 
dim and indistinct shadows of the leaves of shade-trees 
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exposed to the sun, with those cast by the same objects 
exposed to the electric light at night, in which even the 
serrated margins of the leaves are sometimes clearly out- 
lined. 

236. Belation between Distance from the Source of Light 
and Intensity of Illumination. — From the fact that light 
may be considered to radiate in straight lines from any 
luminous point, the student can make for himself a shrewd 
guess as to the law for intensity of light at different dis- 
tances from the source, and he can, in a rough way, prove 
or disprove the correctness of his guess by means of the 
first experiments described in Exercise XXXIV. 

If the source of light, however, instead of being a mere 
luminous point, is of appreciable dimensions, the law may 
seem to hold good no longer. The fact is that in such a 
case all parts of the luminous object are not equally distant 
from the points to which they send their rays, and evi- 
dently we cannot take the distance from the nearest point 
of the object as being the distafbce from the object as a 
whole. 
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237. Photometry; Bmnford's Photometer. — It is a matter 
of great practical importance to compare the illuminating 
power of different lights. This cannot be done by merely 
observing them directly; for the eye is unable in this way 
to distinguish slight differences of power, and if the lights 
are of somewhat different colors the unaided eye gives 
only the vaguest indications in regard to their comparative 
efficiency. One of the simplest devices for measuring the 
relative power of two lights is Bumford's photometer. 
This consists essentially of an opaque rod placed in a ver- 
tical position in front of a small white screen. A lead- 
pencil or the upright tube of a Bunsen burner answers 
well for the rod, and the screen may be of white card- 
board 12 or 15 cm. square. In making measurements 
with this photometer the apparatus should be arranged 
as shown (in ground-plan) in Fig. 68. 
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L is one of the lights to be compared, and L' the other; R 
the rod, AB the screen, and 8l and Sl' the shadows. The 
lights should be so arranged that lines drawn from their 
centres to the centre of R will make approximately equal 
angles at R with the line CD, a perpendicular to the 
screen passing through the centre of R, and on this line 
the observer should be placed. The shadows should be 
near each other, but must not overlap. It is easy to see 
that the shadow corresponding to L is illuminated by light 
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from L'y and that the one corresponding to L' is iUumi- 
nated by light from L. 



EXERCISE XXXIV- 
PHOTOMEyrRY, 
[Rmnford^s Method. Trowbridge, Bzp. 188.] 

Apparatus: Five short candles, all alike, one mounted alone, 
the others standing in a straight row along a board, with centres 
about 3 cm. apart. A piece of white pasteboard about 20 cm. 
long and 10 cm. wide. A rod about 20 cm. tall and 1 cm. in diam- 
eter. A meter-rod. Two small kerosene-lamps. 

Support the pasteboard screen with its long edges vertical on a 
table, and in front of the screen place the short rod upright about 
6 cm. distant. Place the set of four candles, lighted, about 80 cm. 
distant from the screen and a little to one side of the median line 
running at right angles with the screen through the rod, the two 
outside candles of the set being made equidistant from the rod. 
Place the remaining candle a little to the other side of the median 
line, and move it back and forth from and toward the rod until 
the shadow A, which the rod makes by intercepting the light of 
this candle, appears Just as dark as the middle of the shadow B, 
which the rod makes by intercepting the light from the set of 
four candles. Then measure and record the distance from the 
single candle to shadow A, and from the middle of the set of 
candles to shadow B. Draw any inference that the experiment 
warrants in regard to the effect which the distance of a source 
has upon the amount of light received from it. 

If this experiment is not performed in a darkened room the 
apparatus should be so placed, with auxiliary dark screens if 
necessary, that the rod will cast no shadow on the white screen 
when the candles are not in use. The candles should in all cases 
be lighted for some minutes before the test begins, and the wicks 
should be carefully snuffed occasionally, in order that the flames 
may be of the same size. In comparing the two shadows the 
observer should look at them first from one side of the median 
line and then from the other side. 

After the experiment above described, put away the candles 
and place two small kerosene-lamps equidistant from the upright 
rod and on opposite sides of the median line. Adjust the flames, 
turned edgewise to the rod, until the shadows are of equal dark- 
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newi; than turn one of tha lamps about in place tfbtU its flame is 
flatwise to the rod, and compare the shadows again, fixing the 
attention upon the middle of the more Unrred one. If the 
shadows still appear to be of equal darkness, record the £sct. If 
they do not, move one of the lamps toward or from the rod until 
the shadows appear equally dark, and then record the distance of 
each flame from the oonraqponding siiadow. 
[For the Alternative, Bunsen's Photometer, see § 241.] 

239. DiscnBsioii of Exercise XXXIV.— The preliminary 
experiment with four candles compared with one candle 
should serve approximately to confirm the law which the 
student may already (§ 236) have conjectured. The ex- 
periment with the kerosene-lamps^ with which the exercise 
closes, may help the student to decide whether flames are 
perfectly transparent. If they are, there should, of course, 
be practically no difference in the amount of illumination 
from the edgewise and the flatwise use of the flame, since 
the portions of it which are more distant from the screen 
should send their rays with undiminished intensity through 
the nearer portions of the flame. It will be found desirable 
to reyerse the mode of using the lamps ; that is, if at first 
L is placed flatwise and L' edgewise to the screen, let L 
afterward be placed edgewise and L' flatwise, and see 
whether this change makes it necessary to reverse the 
relative distances of the lamps from the screen. The 
student may record his estimate of the relative intensities 
of the lights used by means of the equation 

in which D = distance from L to the shadow Si^ (Fig. 68), 
and D' = distance from L' to the shadow Sj/. 

Bumford^s method of photometry cannot be depended 
upon to yield accurate results unless the observer has had 
much experience in using it, since the two shadows may- 
differ in character so much that it is impossible to be sure 
when their central portions are equally dark. 
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240. Bnxuieii's Photometer. —The form of photometer 
devised by the German chemist and physicist Bunsen 
yields^ under suitable conditions^ more accurate results 
than the apparatus just described^ and is equally simple, 
but more difficult to use in an undarkened room. 

Drop a little spermaceti, stearic acid, or paraffin, on a 
sheet of heavy, unsized, white paper, — very thin drawing- 
paper, for instance. Heat the paper by placing on it a 
moderately hot iron weight or a can of hot water, until the 
spermaceti, or other substance used, is entirely melted and 
soaked evenly into the paper, so as to make a roughly cir- 
cular spot about 3 cm. in diameter. Cut out of the paper 
a circle about 12 cm. in diameter with the spot just pre- 
pared in its centre. It will be noticed that the spot is 
translucent^ that is, it allows some light to pass through it, 
although objects cannot be clearly seen through it. If one 
looks from a darker portion of the room toward a brighter 
portion with this screen interposed, the translucent spot 
will appear brighter than the ring of opaque paper around 
it, while under the reverse conditions of illumination the 
opaque ring will appear brighter than the spot. 

Mount the screen in any convenient way ; for example, 
in a split stick, fastened to a square bit of board for a base. 
In making photometric observations with this screen the 
illumination from one source of light is to be allowed to 
fall at right angles on one side of the screen, and that from 
the other source on the other side. The screen is then to 
be moved back and forth between the two lights until a 
position is found in which the appearance of the screen, as 
tested by the conti'ast between the central spot and the 
rest of the surface, is exactly the same on both sides when 
viewed from the same angle. The illumination on the two 
sides is then equal, and the distances from the lights to the 
screen will afford a means of comparing the power of the 
lights, as already indicated in § 239. 



286 PHYBI08, 

ing into another room, similar to the one in which he now 
is. It is well known, too, that a mirror, a sheet of polished 
metal, or even a window, may in bright sunlight be itself 
invisible, while giving off dazzling flashes of light. In all 
such cases as those above mentioned it is the image of the 
reflected objects, and not the reflecting surface, which is 
seen; and we may safely conclude that a surface, which re- 
flected light perfectly would itself be absolutely invisible. 

On the other hand, objects which transmit light very 
perfectly are seen with difficulty; so that, for example, it is 
sometimes not easy for an observer, looking down into a 
clear, still, and deep body of water, to distinguish its sur- 
face at a glaace. 

And again, the details of rough, black surfaces which 
absorb incident light very largely, as soft flaky soot or 
lamp-black does, are not easily seen, especially in a dim 
light 

So the matter may be summed up by saying that a sur- 
tnoe is made visible in its details by means of the light 
which it reflects irregularly, and by that alone. The out- 
lifies of objects may, of course, be perfectly distinct, by 
contrast with the background, when all details of their 
surfaces are invisible. 

844. Law of Sefleetion. 

EXPERIMENT 53. 

Support a mirror on edge on a sheet of paper laid flat as described 
in Exercise XXXV (§ 245). Stick a pin in the paper in front of the 
mirror; sight along the edge of a ruler at the image of the pin formed 
by the reflection of the mirror, and then draw a line with a pencil 
along the surface of the paper and the edge of the ruler until it meets 
the surface of the mirror. €k>nnect this point of meeting with the pin . 
by another straight line, and draw a third straight line perpendicular 
to the surface of the mirror, at the point where the latter is inter- 
sected by the two lines already drawn. Remove the mirror, and 
measure with your protractor the angles formed by the oblique lines 
with the perpendicular Id the surface. Call the an^ f onned with 
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this perpendicular by the line from pin to mirror the angle cf inei- 
denee, and call the other the angle of reflection. A statement of the 
relation between these two angles constitutes the principal law of 
reflection of light. State this law. 

246. EXERCISE XXXV. 

IMAGES IN A PLANE MIRROR. 
[Trowbridge, Exp. 181.] 

'Apparatus : A plane mirror, such as a piece of ordinary looUng- 
glasa of good quality, about 16 cm. long and 7 cm. wide. Some 
means of supporting this miiror with its plane vertical. A meter- 
rod. A sheet of paper about 60 cm. square. 

Fasten the sheet of paper on a table and draw a straight line 
through tile middle of it. Place the mirror over the middle of 
this line, with its plane vertical and with its horizontal edges par- 
allel to the line. Stick a pinr upright into any part of the paper 
from which the reflecting surface can be seen. Then place the 
eye in some position from which the reflected image of the pin 
can be seen, and draw another line on the paper dfreotly toward 
that point of the table from which the reflection of the pin appears 
to rise. Without disturbing the pin or the mirror place the eye 
in some quite different position and draw a line as before. Then 
draw a line from the actual pin at right angles to the line on which 
the mirror rests, and continue it until it crosses the other two 
lines. Repeat everything with the pin in several difiierent posi- 
tions. Study the results obtained with the purpose of finding 
how to foretell where the image of the pin placed in any position 
in front of the mirror will appear to be, the eye of the observer 
being placed in any position from which the image can be seen. 

After the student has in this way learned to place the image of 
an ol^ject so small that the difierent parts of the image do not have 
to be separately considered, he should learn to place and form the 
images of large ol\|ects, observing that different points in the out- 
line of such ol\|ects are to be treated like small ol^jects taken as a 
whole. 

In following the last paragraph of the directions for 
Exercise XXXV, one may conveniently use for a large 
object a triangle, or other geometrical figure, drawn on the 
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paper in JEront of the mirror, the angles being marked by 
means of standing pins. 

246. Statement of Besults. — From the stndy of the dia- 
grams obtained in Exercise XXXV, and from his every- 
day experience with mirrors, the student should be able 
to state the relations which exist between the position of 
any object and that of its image as produced by a plane 
mirror. This comparison of the image and object should 
take account — 

(a) of their relative size; 

{b) of their respective positions relative to the mirror; 

(c) of the question whether the image is upside down, or 
inverted, with reference to the object. 

{d) of the question whether the right side of the object 
is opposite to its own reflection, or to that of the left side. 

Describe the relations between object and image under 
the four heads {a, b, c, d) above given, but do not forget 
that the only safe way to locate the image of an object is 
to locate one by one the images of important points in the 
outline of the objects. 

247. Hinged Mirrors; Kaleidoscope. — As the rays re- 
flected from a plane mirror leave its surface precisely as if 
they came from an actual object through the surface occu- 
pied by the mirror, it is evident that such rays may be re- 
flected again from another mirror, in such a way that the 
obsei-ver will see in the second mirror an image of the first 
image. By means of suitable arrangements this process 
may be repeated indefinitely, each successive image, how- 
ever, being a little fainter than the one of which it is the 
reflection. 

EXPERIMENT 54. 

Two plane mirrors, meeting along one edge, and hinged together 
by elastic bands so that the angle between them may be varied from 
0*" to 180**, show interesting effects when a candle-flame or any other 
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small bright object is placed between them. Let the student make 
tiie angle %&, 60°, etc., in turn, and work out an explanation of the 
resulting sets^of images. This will lead to an understanding of the 
principle of the kaleidoscope. 

248. Two Kinds of Images. — If the rays of light pro- 
ceeding from a point are by any ipeans brought together 
again at a different point, then the second point is called a 
real image of the first. (See § 262.) A real image has an 
actual existence in space, and will show as a picture upon a 
properly placed white screen. 

If the rays of light proceeding from a point are by any 
means made falsely to appear to diverge from a different 
point, then the second point is called a virtual image of the 
first. (See § 263.) A virtual image has no real existence 
in space, and would not show upon a screen placed where 
it appears to be. 

Is the image formed by a plane mirror real or virtual ? 

249. Befraction of Light. 

EXPERIMENT 55. 

Place on a table a tin i)an 15 cm. or more in diameter » and with 
nearly vertical sides 4 or 5 cm. high 
Place a small coin on the bottom of the 
pan, and adjust the head in such a posi- 
tion that the side of the pan will just 
hide the more distant portion of the coin 
from the eye at E (Fig. 70). Main- 
tain the head in this position by resting 
it against any convenient support ; keep 
one eye closed, and look with the other into the pan, just beyond 
the farther edge of the coin, while another student slowly pours in 
water. Have the pouring stopped as soon as the whole of the coin 
becomes visible, and note the depth of water in the pan. 

Bepeat the experiment with the eye held vertically above 
one edge of the coin, with a slender stick or a stout wire 
laid across the top of the pan, nearly in the line of vision^ 
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to serve as a point of departure from which to measnre 
the apparent displacement of the coin, if any should be 
observed. 

Empty and wipe the pan and repeat the first experiment^ 
using this time kerosene instead of water. Again measure 
the depth of the liquid. 

260. Interpretation of the Preceding Experiment — ^It is 
a principle in optics, already suggested by Exercise XXXV, 
and confirmed by subsequent experiments (§ 247), that 
objects always appear to the eye to be in the direction 
from which the rays are travelling at the moment of enter- 
ing the eye. Evidently, then, since the coin appeared to 
rise when the water was poured into the jar, the light- 
rays which proceeded from the coin must have been bent 
aside in some way by the water. 

In Fig. 70 the straight line CB, which passes from the 
left-hand edge of the coin C to the pupil of the eye at £!, 
represents the course of a light-ray from that point before 
the water was poured into the jar. Any ray that passed 
farther to the right than CJS would be intercepted by the 
side of the pan ; any ray that passed farther to the left, or 
more nearly vertical than CBy would miss the eye alto- 
gether: hence it is evident that, so long as the pan is filled 
with air only, and the eye kept in the position shown, the 
coin cannot be seen. But as soon as water is poured into 
the pan, the rays no longer travel in straight lines from the 
object C to the eye. Each ray suffers an abrupt change 
of direction at the surface of the water, and from this it 
follows that such rays as those which take the general 
course OS in the figure are finally brought to meet the 
eye at E. As a result of the bending C becomes visible, 
and its farther edge is seen apparently at C", in a position 
somewhat raised above the bottom of the pan. Experiment 
shows that the course OSE might be retraced by a ray. 
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That is, a ray leaving E in the direction E8 would reach 
(7 by the line /S (7. 

If normals were drawn to the surface of the water, at the 
points about 8 where the rays emerge, would the bending, 
or refraction^ of each ray be towards or from the normal 
(in the air) ? If the rays were passing from E to (7, would 
the refraction at the surface of the water be toward or 
from the normal (in the water) ? Judging from the depths 
of water and of kerosene needed to produce the same 
amount of apparent displacement of the coin, which of 
these liquids do you think to have the greater refractive 
power (§ 254) ? 

251. Befraction by a Prism. — The refraction of light 
produced by a triangular transparent prism is very conven- 
ient for study. The prism may be a solid one of glass, or 
it may be hollow, with the sides made of glass and the 
interior filled with any desired liquid. If the glass sides 
are of equal thickness throughout, they will not affect the 
amount of refraction caused by the prism as a whole. 
Practically such hollow prisms filled with liquid may be re- 
garded as liquid prisms. When a ray traverses obliquely a 
parallel-sided medium, such as a sheet of plate-glass, there 
is refraction of the incident ray at the surface which it 
enters, and refraction of the emergent ray at the surface 
from which it passes out; but the incident and the emergent 
ray are parallel, although not in the same straight line. 
(Demonstrate by a diagram how this result must follow 
from the fact that the amount of refraction at both sur- 
faces is the same, but its direction different.) 



EXPERIMENT 56. 

Cut out of soft wood, such as pine or white- wood, a wedge-shaped 
block, two sides of which shall be about 8 cm. square, and shall 



292 



PHYSICS. 



make .with 
Fig. 71. 



each other an angle of about 



as shown in 



Bore through the wedge a hole about 4 
cm. in diameter, DEFQ, Bore a gimlet-hole 
through from H. Soak the finished wedge in 
very hot meltied paraffin until the wood is well 
saturated with it Then cement over each of 
the faces AB and AC 9k piece of clear win- 
dow-glass of even thickness throughout. A 
beeswax-and -rosin mixture will do for the 
cement. Fill the prism with water, and stop 
the hole H with a small plug. Then stand the 
prism on its base BC, upon any convenient sup- 
port, at various heights above the table-top, and 
look through the water at small objects placed 
beyond the apparatus, comparing their apparent 
positions, as seen through the prism, with their 
real positions. 

252. Path of a Bay through a Prism. — From the preced- 
ing experiment it is plain that rays passing through the 
prism are considerably bent out of their course on their 
way to the eye. A similar experiment made with a slender 
beam of parallel rays could be so conducted as to show the 
course of the beam up to the surface of the prism by 
which it entered, and away from the surface by which it 
emerged. Since it is a well-established principle that, in a 

A 
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uniform medium, light travels in straight lines (§ 231), we 
may feel sure that i7iside the prism the beam travels in a 
straight line. Putting together what we are able by suit- 
able arrangements to observe, and what we are justified in 



LMHT. 



29d 



inferring, we may map out the course of a beam of light 
through a water-prism of 30° as shown in Fig. 72. 

The incident beam 01 is, on entering the prism, re- 
fracted towards the continuation of the normal Nly and the 
emergent beam E8 is, on leaving the prism, refracted away 
froni the normal N'E. 

If a solid glass prism DEF, Pig. 73, were substituted for 




Fig. 78. 

the water prism ABG, the result would be the same as that 
just obtained, except that the amount of bending on enter- 
ing and on leaving the prism would be greater. 

253. Position of Minimum Deviation. — It is found that 
prisms refract light most advantageously for purposes of 
measurement when placed in the position of minimum 
deviation, that is, the position which produces least change 
in the direction of the ray. This position for any prism 
whose section, like that of Fig. 74, is an isosceles triangle. 
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is the position in which the course of the rays inside the 
prism is parallel to the base of its section, that is, in which 
the line IE is parallel to CB, In Fig. 74 the prism is 
placed in the position of minimum deviation ; in Fig. 73 
the prism is not so placed. 
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254. Befraotiye Power: Index of B^raoUoB.— Wkea a 

ray of light on passing from one medium into another is 
bent toward the normal to the bounding surface of the two 
media, drawn from the point of incidence into the second 
medium^ the second medium is said to be nwre refrticHve 
than the first medium. 

Instead of more refractive and less refractive, the terms 
optically denser and opiicnlly rarer are sometimes used; but 
they are objectionable from the fact that of two liquids^ for 
example^ the one of greater specific gravity is not in- 
frequently the less refractive^ as is the case where water is 
compared with alcohol or olive-oil. 

Every material of which prisms are made is more refrac- 
tive than air, and it is convenient to remember that a light- 
ray in entering and on leaving a prism in air will on both 
occasions be refracted toward the base, or thick end, of the 
wedge, when the prism is so placed as to give the minimum 
deviation. 

It is convenient to state relative refractive powers not 
by the ratios of the angles of incidence and refraction 
themselves, but by those of certain lines which bear 
definite relations to these angles. Consider the case shown 

in Fig. 75, in which a ray / 
suffers refraction at the sur- 
face AB. With the point 
of incidence on AB as a 
centre describe a circle of 
radius 1. From the points 
p and q where this circle is 
cut by the incident ray / 
and by the refracted ray 22, 
draw the lines n and v, re- 
spectively at right angles 
with the line NITy which is perpendicular to the refract- 
ing surface at the point of incidence. 
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The ratio - is called the index of refraction. If the 

direction of / were changed, the direction of R would 
change, and to such an extent that the ratio of the new n 
to the new v would remain unchanged. The index of re- 
fraction is, accordingly, for any two given media, inde- 
pendent of the angle at which the light strikes the surface 
between the two media. The line 7i, drawn as here shown 
within a circle of unit-radius, is numerically equal to what 
is called in Trigonometry the sine of t, the a^igle of inci- 
dence, and V to what is called the sine of r, the angle of re- 
fraction. The general law of refraction may, then, be 
stated as follows: The ratio of the sine of the angle of in- 
cidence to the sine of the angle of refraction is a constant 
quantity, for any two given adjoining media, and is called 
the Index of Refraction for those two media. (For a table 
of indices of refraction see Appendix.) 
255. Total Internal Eeflection, Critical Angle. 

EXPERIMENT 57.» 
Half fill with water' an ordinary chemical flask, Fig. 76, and set it 
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on a table, close to the edge. Place against the farther surface of 

* This experiment is taken from Balfour Stewart's Elements of 
Physics. 

*- Or rather, fill the flask up as high as the centre of its spherical 
portion. 



296 PBYSICB, 

the flask any small object 0, such as a bit of crayon, and, with thd 
eye held at the position shown at E, look up toward B, the centre of 
the upper surface of the water. 

. Clearly the ray OS, reflected at 8 in the direction 8E, is 
transmitted to the eye at E, Further experiments would 
enable us to show that^ practically^ all the rays which 
strike the upper surface of the water from beneath^ in 
lines parallel to 0/S, are reflected, none escaping through 
the upper surface of the water. Hence^he name total ui- 
ternal reflection is given to reflection occurring under such 
conditions as have just been described. 

At this point the question naturally occurs: Would 
rays coming through a liquid to the sur&ce separating it 
from air be equally well reflected at every possible angle ? 
This question can probably be answered from the student's 
previous experience, but the following experiment is in- 
structive. 

EXPERIMENT 58. 

Cut out of thin wood, such as is used for the backing of pictures 
and mirrors, a circular piece about 12 cm. in diameter. Make a 
small hole through the centre with an awl, and push into this hole, 
in which it must fit just tightly enough not to drop through, a piece 
of knitting-needle about 12 cm. long. 

Float the circular board, with the inserted knitting-needle, in a 
broad, deep pan, filled to the brim with water. Push the needle 
down until its upper end is nearly level with the upper surface of 
the board, and look down obliquely through the water, close past 
the margin of the board, at the lower extremity of the needle. 
Now draw the needle up, little by little, through the floating 
board until the point is reached at which the needle just vanishes 
from view, the line of sight being made at last as nearly horizontal 
as possible. Lift the board from the water, and note how much of 
needle still projects below the board. 

Since it is not possible to see any portion of the needle 
in the water at the last, it is obvious that the light-rays 
from it do not succeed in escaping from the upper surface 
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of the water. As the only difference between the condi- 
tions during the earlier and the later part of the experi- 
ment depends upon the different angles at which the light- 
rays from the needle strike the surface of the water^ we see 
that at certain angles the light is^ in part at leasts trans- 
mitted^ and passes out^ while at other angles it is totally 
reflected. 
A little study of Fig. 77 will serve to illustrate what has 
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already been learned from this experiment^ yiz.^ that there 
is a certain least angle that a ray^ as 08, can make with 
the normal 8N' in order to be totally reflected, as indi- 
cated by the line SR. This limiting angle OSN' is called 
the critical angle for the media in question, — in the present 
instance water and air. Any ray which, like O'S, makes an 
angle with the normal less than the critical angle, will pass 
out of the medium with refraction from the normal SN, as 
the line 8E shows. 

256. Cases of Perpendicular Incidence. — ^When a ray 
traverses perpendicularly (i.e., at right angles) the surface 
formed by the junction of two media, there is no refrac- 
tion, as the student may have inferred from the experi- 
ments in § 249. 

257. Eelation of Prisms to Lenses. — If two prisms are 
placed as shown in Fig. 78, it is evident that two parallel 
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rays A and A% both in the plane of the paper, entering 
respectively the upper and the lower prism, will cross at 
some point, as P, on the farther side of the prisms. 

G 
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Fig. 79 represents the section of a lens (see § 258) by a 
plane so placed as to divide each 
of the curved surfaces into 
halves. From the likeness of 
this figure to the one preceding, 

it will readily be seen that rays 

entering the lens parallel to the 
line EF will be so changed in 
direction by the lens that, after 
leaving it, they will all cross 
somewhere the continuation of 
Experiment shows, in feet, that, with ordinary 
most such rays will %» 

cross this line near one par- A 

ticular point (Fig. 80). 

258. Definitions relating 
to Lenses. — The commonest 
lenses have surfaces which 
are segments of spherical surfaces, and the simplest case is 
that in which both surfeces of the lens have the same curva- 
ture, i.e., are segments of equal spherical surfaces. (See 
Fig. 81.) 



EF. 
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The centres of curvature of a lens are the points C, C, 
about which as centres the curved surfaces ASB and ARB 
are respectively described. 




The principal axis is a straight line HK of indefinite 
length drawn through the centres of curvature. 

The principal foci (of a convex lens, see § 259) are the 
two points F, Py one on either side of the lens, at which 
rays entering the other side of the lens parallel to the prin- 
cipal axis will cross each other after leaving the lens.' 

The optical centre is a point 0, in or near the lens, which 
is so situated that any ray which passes through this point 
has the same direction after leaving the lens as before en- 
tering it. In Fig. 81 the optical centre coincides with the . 
centre of gravity of the lens. 

The focal distance is the distance from either principal 
focus to the surface of the lens. (See Appendix.) 

A secondary axis is any straight line other than HK, as 
LM, drawn through the optical centre. There are, of 
course, an infinite number of such axes. On the secondary 
axes foci for rays parallel to each other and to the given 
axis occur at distances from nearly equal to OF and OF', 
unless an axis is taken which makes a very large angle with 
the principal axis. 

' The rays do not all cross exactly at a point. See § 270. If the 
lens is a symmetrical double-convex one, like Fig. 81, and of common 
glass, the principal foci will lie near the centres of curvature. 
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259. Forms of Lenses. — Lenses are classed as convex, or 
converging, and concave, or diverging. Convex lenses are 
all thicker in the middle than at the margin^ and cause 
parallel light-rays to converge. Concave lenses are thinner 
in the middle than at the margin^ and cause parallel light- 
rays to diverge. Some of the lenses used in the most accu- 
rate optical instruments have convex or concave surfaces 
which are not strictly parts of spherical surfaces. Such 
lenses possess certain advantages over spherical-surface 
lenses (see § 270). 

260. EXERCISE XXXVI. 
FOCAL LENGTH OF OONFEBOINQ LENSES. 

[Trowbride^e, pp. 825, 826.] 

Apparatos : A small *^ converging " lens, Buch as is used in spec- 
tacles or eye-glasses, about 10 or 15 cm. in focal length, mounted, 
with the longest dimension vertical, on a cork.^ A meter-rod upon 
which the cork bearing the lens rests and slides, the cork beingr 
cut so as to bestride the thickness of the rod and hold the lenii 
with its optical axis parallel to the lens of the rod. A small piece 
of thin, white pasteboard to receive the images formed by the lens, 
mounted, like the lens, vertically upon a cork prepared to slide 
along the rod. A pin mounted like the lens and screen. 

FIRST METHOD.— Place the lens and the screen upon the 
meter-rod. Point the rod in such a direction that the sun's rays 
will pass through the lens and fall upon the screen. Then looking 
at the back of the screen in order that the eyes may not be dazzled 
by the image, move either the screen or the lens back and forth 
upon the rod until an arrangement is obtained that gives upon the 
screen a sharp image of the sun. Then measure the distance from 
the centre of the lens [mo/e strictly, from the nearer surface of the 
lens] to the screen. Make the setting and measurement several 
times, recording each time. If the two surfaces of the lens are 
differently curved, repeat the test with the lens reversed. 

Seoond Method.— Replace the screen by a pin. Iiet this pin 
be placed about as far from the end of the rod as the observer usn- 

1 [A better method of mountlDg, on a small block of wood, is 
9howii in Fig. XXIV.] 
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ally holds a book from his eyes. Hold this end of the rod to the 
eye and, looking sharply at the pin, direct the rod and adjust the 
lens in such a way that the light from some clearly-defined oljeot, 
a chnrch-siiire or a chimney, for instance, several hundred feet 
distant, may pass through the lens and form an image of the oljeot 
close to the pin. To decide whether the image is nearer the eye 
than the pin is, move the eye to and fro, to the right and the 
left, watching the pin and the image. The more distant of the two 
will, as compared with the other, appear to move in the same di- 
rection in which the eye moves. The rod should not be held in 
the hands during this test, but should be placed on some more 
steady support. 

Continue the adjustments until this test fails to show which of 
the two is nearer the eye. Then measure the distance from the 
centre of the lens to the pin. Repeat the setting and measure- 
ment several times, reversing the lens if the sides are dififerently 
curved. 

261. Discussion of Exercise XXXVI.— In the FirRt 
Method the focal distance of the lens was obtained by allow- 
ing the sun's rays to traverse the lens by means of which 
they were brought approximately to a focus. The position 
of this focus was located on the surface of the card-board 
screen^ and the measured distance from the surface of the 
lens to the surface of the screen is the focal distance re- 
quired. In Fig. 82 the course of the rays is illustrated. 




Fig. 83. 



Observe that any straight line drawn from either centre of 
curvature through the lens will be a normal to the further 
surface. 

Strictly speaking, the rays from the sun are not precisely 
parallel, but, owing to its great distance, they are very 



902 PHTBIOSL 

nearly so. That is, the rays coming from any particular 
point of the sun's surface, to the lens are practically par- 
allel to each other, and will come to a focus at or very near 
the principal focus of the lens. Bays from different parts 
of the surface, from the two ends of the same diameter, 
for instance, are not practically parallel to each other on 
reaching the lens, and such rays do not converge to the 
same point in the image. In fact, if rays from the differ- 
ent parts of a luminous body could be conyerged to the 
same point, the result would not be an ifnage repeating the 
features of the original objects. It would be a mere point, 
or very small patch of light. 

(Suppose a luminous point to be placed at F,^ Fig. 80, 
what effect would the lens have upon the rays which pro- 
ceed from it? How does the common dark-lantern illus- 
trate this ?) 

The Second Method cannot well be discussed until after 
Exercise XXXVII has been performed. (See § 264.) 

262. Formation of a Seal Image by a Convex Lena. — A 
real image is (§ 248) an image which may be received and 
shown on a screen, that is, an irregularly reflecting but 
moderately smooth surface, such as that of a sheet of white 
paper. The image of the sun produced in Exercise 
XXXVI was a real one. Such images are shown by the 
magic lantern, §281, or " stereopticon," but they may be 
produced much more simply. 

EXPERIMENT 59. 

Hold the lens used in Exercise XXXVI flatwise between a small 
flame and a white wall or large sheet of white paper, the laboratory 
being at least partially darkened. Note the image produced when 
the lens is held near the flame, and that produced when it is held 
near the wall. Repeat the exi)eriment with some other lens of very 

> The focus F\^ here represented as coinciding exactly with one 
of the centres of curvature. This is not necessarily the casQ, 
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different focal length. In every case observe whether the image is 
(a) erect or inverted, {h) magnified or diminished, (c) bright or 
famt. 

The formation of such images as these may be under- 
stood by aid of Fig. 83. Suppose the candle to be repre- 
sented by the arrow AB. Let the course of two rays AC 
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and BD be traced from object to image. The ray AC 
suffers two refractions in passing through the lens, and 
finally crosses the secondary axis ^ at the point A'. In 
the same way all the rays entering the lens from a point 
at the extreme tip of the candle-flame will cross the axis 
^0 at or near ^'. In consequence of this there will be 
formed at A' an image of the point A. So, too, there will 
be formed an image of the point B at B', where the rays 
from B cross the secondary axis from B, In this way the 
images of any number of points between A and J9, the ex- 
tremities of the candle, may be located at points between 
A' and B', and the effect of all these images of all the 
points along ABi& to produce at A'B' * a complete image 
or picture of the candle and its flame. 

Let the student construct a diagram for the same pur- 
pose that is serred by Fig. 83, using in place of the ray A C 
a ray from A parallel to the principal axis, and in place of 
the ray BD a ray from B parallel to the principal axis. 

1 The image A'R is here represented, according to custom, as 
being straight, but the student is expected to determine for himself, 
in Exercise XXXVUI, wl^ether it is really so, 
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How would the size and position of the image be affected 
(a) by increasing the convexity of the lens ? (b) by using a 
lens of some substance whose index of refraction is greater 
or less than that of glass? 

263. Formation of a Virtual Imi^e by a Cknivex Lens. — 

EXPERIMENT 60. 
Hold the lens used in Exercise XXXVI flatwise aboye a printed 
page, at first within a centimeter or two of the printed page, and 
gradually move it toward the eye while looking through it at the 
print, stopping as toon as the letters begin to appear blurred. Is the 
image of the letters as seen through the lens— 

(a) right side up or inverted ? 

(b) magnified or diminished as compared ijrith the real letters? 
Repeat the experiment with two lenses of different focal distance, 

using both at the same time side by side (not one over the other), and 
notice what differences, if any, are to be observed in the images. 

The images thus observed are virtual images (§ 248). 
They cannot, as the student will find, be projected upon a 
screen, and are not formed by the actual intersections of 
the light rays from the object in the way already explained 
for real images (§ 262). Fig. 84 may serye to illustrate 

V ^ 




Fig. 84. 



the manner in which virtual images are produced. Let 
AB be the object. To find the position of the virtual im- 
age of A^ draw the ray AI parallel to the principal axis. 
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This ray will, after leaving the lens, pass through P, the 
principal focus, and so will appear to have come along the 
path MF. Draw another ray, AG^ passing through the 
optical centre of the lens. This ray will (§ 258) after leav- 
ing the lens have the same direction as before entering it. 
If, then, we carry back the line A C until it crosses the line 
MF, the point A', where the crossing occurs, is a point 
from which both of the rays considered appear to have 
come. A' is, then, the virtual image of A, By a similar 
process B' is found to be the virtual image of B. 

The image A'B' is evidently larger than the object AB, 
Whenever a virtual image is formed by a convex lens, this 
image appears, to an eye placed in any ordinary position 
on the other side of the lens, larger than the real object 
would look if held at a comfortable distance from the eye. 
Hence the name magnifying-glassy so commonly given to 
such a lens. 

Draw two diagrams * to show why one of the lenses used 
in Experiment 60 magnified more than the other did. 

Draw two others to show why a lens of highly refractive 
material magnifies more than one of less refractive material. 

264. EXERCISE XXXVII. 

CONJUGATE FOCI OF CONVERGING LENSES. 

Apparatus : The same as in Ex. XXXVI, and in addition a small 
kerosene-lamp. The identical lens should be taken that was used 
in Ex. XXXVL 

FIRST PART —Real Foci.— Smoke the outside of the lamp- 
chimney at the base and then rub off the soot in one small spot at 
the height of the bright part of the flame. Place one end of the 
meter-rod as nearly as may be direcUy beneath this spot, and place 
the pasteboard screen at the opposite extremity of the rod [see 
Fig. XXIV]. Set the lens on the rod near the lamp and then slide 

^ It will be wtll to exaggerale the difference in curvature of the 
two lenses. 
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it away from the lamp until a distinot image of the illmniiiated spot 
on the chimney appears on the screen. Then measure the distance 
from the centre of the lens to the spot which serves as the ol^ect, 
and call this distance D«. Measure the distance from the centre 
of the lens to the image, and call this D{. Without moving either 
lamp or screen slide the lens still £srther along the rod, and if in 
any new position it throws upon the screen a distinct image of the 
spot, measure and record the corresponding distances D^ and D{. 
Then place the screen at a distance of 80 cm. from, the spot, and 
starting the lens near the lamp proceed as before. Place the 
screen in turn at distances of 70 cm., 65 cm^ 60 cm., etc., from the 
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spot, making settings and readings, until it reaches such a position 
that the lens can no longer throw a distinct image of the spot upon 
it. (Five or six positions of the screen should be used in alL If 
the positions here suggested do not suit the particular lens in use, 
other positions should be taken.) 

If a somewhat darkened room is not available for this exercise, 
it is well to use a pin as an olject, and replace the screen by an- 
other pin used as in ZSz. XXXVL 

Iiet F represent the focal length of the lens as already found. 

Compare in every case the quantity ^ with the quantity jr- 4. 



-=r-, expressing both quantities in decimals. 

Second Part.— Virtual Focus. — Finally place a pin between 
the lens and its principal focus, and using another taller pin instead 
of the screen, endeavor to locate the image of the first pin. The 
image of the first pin must be seen through the lens while the other 
pin is looked at QV^r the l^ns. When the position of the image in 
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found, measure and record the diatanoes D^ and 2>| as before. The 
student should be shown how the results of this experiment, if 
successful, accord with the laws of conjugate foci already made 
out. 

265. Discussion of Exercise XXXVII.— i^tW^ Part. The 
mode of formation of the images here obtained has already 
been explained in § 262. A and A', B and J5', in Fig. 83, 
are called conjugate fociy though on secondary axes. In 
general, conjugate foci of a lens are any two points so situ- 
ated that an object at each of them in turn will produce an 
image at the other. 

Inspection of the observations will at once show that de- 
creasing the object-distance increases the image-distance, 
so that bringing- the object to a position not much farther 
away from the lens than its principal focus would cause 
the large image to recede very far on the other side of the 
lens. And, again, an object at a great distance from the 
lens has its very small image formed at a point close to the 
principal focus, but a little farther from the lens. If the 
object-distance is several hundred meters, the position of 
the image^ in the case of ordinary lenses, practically coin- 
cides with that of the principal focus, hence the Second 
Method for focal distance of Exercise XXXVI. The stu- 
dent should illustrate this by a diagram of steeple, lens, and 
image, drawn according to the directions given in § 262. 

The formula -rr + ^r = "rf cannot be explained without 

the use of more mathematics than can be required of be- 
ginners in physics.* 

266. Discussion of Exercise XXXVII: Second Part.— 

When, as in the First Part of this Exercise, -77 + -tt — "et> 

' For a discussion of the formula, see Everett's DeschaneVs Natural 
PhiloBophy, Bmsed Ed., pp. 1017, 1018; or Trowbridge's New 
Phymcs, pp. 322 to 324. 
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thai is, when the reciprocaU of ohject-distanoe and image- 
distance most be added to produce the reciprocal of the focal 
distance, it is evident that each of the other fractions must 

be smaller than r=, and therefore each of the other de- 
F 

nominators larger than F. In fact, all of the real images 

obtained in the First Pbrt were obtained with the object 

somewhere beyond the principal focus of the lens. 

In the Second Part, however, the object was somewhat 

inside the principal focus, and therefore the fraction -jj- is 

greater than ^ The formula for this part of the exercise 

compares the difference of the other two reciprocals with 

-rf. Write this formula. 
F 

From the difficulty which is often experienced in locat- 
ing the virtual focus, in performing this part of the exer- 
cise, the focal distance obtained by calculation from the 
measurements of the virtual image-distance and its corre- 
sponding object-distance cannot always be depended upon 
as well as can the preceding determinations of focal dis- 
tance. 

267. EXERCISE XXXVIII. 

REAL IMAGE FORMED BY A CONVERGING LENS. 
[Trowbridge, p. JK5.] 

In the pnc%ding ezp«rim0nts the ol^ect prasented to tli* Imam 
has been imaU or has been at such a distance as to subtend only a 
smaU angle as seen from the place of eKperiment. In piontiiling 
to the study of cases in which the ol^ect subtends a lurgBx aagle^ 
the student wiU be assisted to a considerable extent by 'wb«t he 
has already learned, but some new considerations ariao which 
make new experiments desirable. 

Apparatus: The lens used in Bx. XJULVL A sheet of Ma.iV 
paper about 1 m. long and 60 cm. wide. A meter-rod. Sttveral 
plug. 

Spread the sheet of paper smoothly upon a UUe and fiwten it «fc 
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the comers. [See Fig. XZV.] Draw a line from the middle of one 
end of the sheet to the middle of the other end. Near one end of 
this median line lay off at right angles another line extending 4 
cm. on each side, and mark one end of this as the tip and the other 
as the tail of an arrow. Divide this arrow into four parts of equal 
length by means of dots marked respectively 1, 2, 3, 4, 6. By 
means of two pins thrust through the cork that carries the lens, 
fasten the lens with its edge resting upon the paper, its axis par- 
allel to the median line on the paper, and its centre directly over 




the median line at a point distant from the middle of the arrow 
about IH times the focal length of the lens. Stick a pin upright 
into the point of the arrow, which may be called point No. 1, and 
then stick another pin upright into the table in such a position as 
to make it coincide with the image of the first pin. Mark the 
point where the second pin pierces the paper, Ii. In the same 
way locate Is , Is , etc., corresponding to the points 2, 3, etc., of the 
arrow. The five I-points outline the image of the arrow as it 
would be formed by the lens lowered until its centre should be at 
the level of the paper. Remove the lens, marking that point of 
the paper which has lain Just beneath its centre, and then care- 
fully draw straight lines connecting each of the five marked points 
of the arrow with its corresponding I-point. 

A study of the diagram now obtained upon the paper can hardly 
fail to be instructive to the student. 



Discussion of Exercise ZZZVIII. — Measure the 

distance from each object-point, 1, 2, etc., to the lens, and 

from the latter to the corresponding image-points /,,/,, etc. 

Measure the length of the object and that of the image. 

If the latter is not a straight line, measure the distance 
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straight from 7, to I^, and also the actual length of the 
image, whatever its shape. 

Call the distance from point No. 3 on the object to the 
lens, j9o , and from the lens to the middle point of the 
straight line 7,7, , />,. 

Gall the length of the object, 0, and the length of the 
straight line 7,7,, 7. 

See whether a proportion can be made of these four 
quantities in the order just given. That is, place them in 
the form of a proportion, and see how nearly the product 
of the extremes will equal the product of the means, when 
the measured values are substituted for your symbols. 
Repeat the operation, using the distance from object-point 
No. 1 to lens, and from lens to 7, , together with and ly 
to form another proportion. Can you, as a result of this 
examination, state any law for the relations between the 
several distances and the dimensions of object and image ? 

269. Suggestions for Explanation of Form of Image in 
Exercise ZXXVllL — 1. The middle of the object is, as 
you have seen, nearer the middle of the lens than the ends 
of the object are. 

2. Is the focal length of a lens along a secondary axis 
equal to the focal length along the principal axis ? Test 
by experiment. 

270. "Aberration" with Lenses.— It has already been 
suggested (§ 259) that lenses whose surfaces are portions of 
spheres do not bring parallel rays precisely to a point. 
The cause of this imperfect operation of the lens may be 
better uuderstood after the student has performed a simple 
experiment. 

EXPERIMENT 61. 

Take a double-convex or plano-convex lens of 8 cm., or more, 
diameter, and of rather short focal distance (e.g., 15 cm.). Cut a cir- 
cular piece of card-board with a diameter somewhat greater than that 
of the lens, and cut in the centre of this a cfrcular hole with a diam- 
eter somewhat less than one half that of the lens. Holding tiiis 
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card-board diaphragm against the surface of the lens, find the focal 
distance of the central portion of the latter by either method of Ex- 
ercise XXXYI. Then attach a circular piece of card-board of about 
three fourths the diameter of the lens to a bit of wire to serve as a 
handle, and with this lield against the centre of the lens find the 
focal distance for the marginal part of the latter. 

Which part of the lens brings parallel rays to a focus 
nearer to the lens itself ? Draw a diagram to show how 
parallel rays will be affected by the central and by the 
marginal portions of the lens respectively. 

The defect in the operation of lenses which this experi- 
ment is intended to show is called spherical aberration. 
Lenses ground with surfaces not precisely spherical may 
be so constructed as to do away with this defect, provided 
light of one color only is used, but such lenses are very un- 
common except in large telescopes. 

271. EXERCISE XXXIX. 

VIRTUAL IMAGE FORMED BY A CONVERGING LENS. 

Apparatus : Similar to that used in Ex. 38. 

Place the lens about 20 cm. irom one end of the median line. 
Make the arrow about 6 cm. long, and place it at a distance from 
the lens equal to about f the focal length of the latter. Then 
proceed as experience gained in Ex. XXXVin and the second 
part of Ex. XZZVn shall direct to locate the virtual image of the 
arrow. 

272. Dispersion of light. — In treating of the course of 
light-rays through prisms or lenses it has thus far been 
assumed that all light-rays are equally refracted by the same 
prism or lens. This, however, is not true. If the paths of 
a red ray, a yellow ray, and a violet ray, all three incident on 
the surface of a transparent prism at the same angle, were 
traced through and out of the substance of the prism, it 
would be found that the three kinds of rays were unequally 
refracted ; so that they would leave the prism in different 
directions. This separation of the paths of the rays is 
called dispersion. How great a difference there would be 
in the amounts of refraction produced would depend upon 



312 PSYStOB. 

the shape and material of the prism and upon the angle of 
incidence. 
273. Solar Spectrum. 

EXPERIMENT 62. 

By means of the porte-lumidre (§ 231) throw a beam of sunlight 
through a narrow sUt at 8, Fig. 85. A slit in an opaque shutter or 
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curtain may be used without the porte-lumi^re. Place a lens L in 
the path of the beam, and adjust it so as to throw a distinct image 
of the slit on a screen at /. Now introduce a prism P in the posi- 
tion shown in the figure, and then place the screen at RR, making 
the distance PR equal to PI. The prism used may be of fiint- 
glass, or, better, may be hollow (§ 251), and filled with the highly dis- 
persive liquid bisulphide of carbon. 

Examine the spot of colored light on the screen. (1) How many 
colors can be distinctly seeu ? (2) Do they blend, or are they sharply 
separated from each other ? (3) Which color is most refracted ? least 
refracted ? Try if possible the effect of passing the emergent pencil 
through a second prism similar to the first and placed so as to refract 
the light in the same direction as the first. Try the effect with the 
second prism so placed as to refract in the opposite direction from 
the first. 

The spot or band of colored light produced by the dis- 
persion of a sunbeam is called the solar spectrum. It is 
customary to divide the spectrum into seven regions^ called 
redy orange, yellow, green, blue, indigo, violet, and to call 
the general colors of these the primary colors, to distinguish 
them from those formed by compounding two or more of 
them. This division of the spectrum is evidently entirely 
arbitrary — a mere matter of convenience. 

274. Chromatic Aberration with Lenses. — Ordinary lenses, 
made of a single piece of glass, give rise to colored fringes 
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or borders about the images which they produce. The 
student can readily infer the reason for this from what he 
has already learned in § 257 about the similarity between 
prisms and lenses^ and from what has just been shown in 
§ 273. This defect is called chromatic aberration, the word 
chromatic meaning relating to color. But little trouble from 
this source is experienced in the use of lenses of slight con- 
vexity, whose images are not to be further magnified ; as, for 
instance, in spectacles and ordinary magnify ing-glasses. 
" Stopping out** the greater portion of the sur£a.ce of a lens 
with a circular diaphragm, which allows light to pass only 
through a small portion of the lens near its centre, im- 
proves its performance greatly (see § 270). How much help 
such diaphragms give by preventing fringes of color, may 
be learned by taking out some or all of the diaphragms 
of an ordinary cheap spy-glass and then looking with it at 
distant objects in bright sunlight. 

276. Achromatic Lenses. — Fortunately for the manufac- 
turers and users of optical instruments, it is possible to make 
an achromatic lens, or one, at any rate, which is practically 
achromatic. This is usually accomplished by uniting into 
one lens two separate lenses,' one, A, of flint-, and the other, 
JS, of crown-glass, as shown in Fig. 86. A 
convex lens made in this way has on the whole 
a converging effect on parallel rays, while at the 
same time the superior dispersive power of the 
flint-glass enables the lens A, though of less 
refractive power than the lens B, just to coun- 
teract the dispersive tendency of the latter. Al- 
most all the lenses used in optical instruments 
of the best quality are achromatic. Eye-pieces 
Fio. 86. (g 283), however, of the ordinary pattern do not 
require achromatic lenses. 

' Sometimes more than two pieces are employed in making an 
achromatic lens. 
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S76. Yeloeity of light. — ^Light travels so rapidly that 
exact measurements of its rate of motion are very difficult. 
Of the methods adopted to make such measurements the 
simplest is that of the French physicist Fizeau. It con- 
sists essentially of a source of light from which a beam of 
strictly paralleT rays may be obtained, a toothed wheel 
which may be made to revolye in a plane at right angles to 
the course of the beam of light, and a plane mirror. Ap- 
paratus is provided by means of which the rate at which 
the wheel revolves can be exactly measured. The beam of 
light passes through the space between two adjacent teeth 
of the wheel, travels a distance of several kilometers, is 
then reflected by the mirror and returned over the same 
path by which it passed out. If the wheel is at rest, the 
beam as it returns will repass the aperture between the 
teeth through which it passed out. It is easy to see that, 
if the wheel could be revolved fast enough, a tooth might 
be brought into the path of the returning rays in time to 
intercept them. Still more rapid revolutions would bring 
a new gap between teeth into the path of the returning 
rays, and so on. Now experiment shows that alternate 
eclipses and appearances of the returning rays are produced 
when the wheel is revolved at a high and continually in- 
creasing velocity. From the rate of motion of the wheel 
and the distance traversed by the beam it is not difficult 
to calculate the velocity of light. As a result of measure- 
ments made by somewhat different means from those just 
described, the velocity of light has been ascertained to be 
about 299,920 kilometers, or 186,360 miles, per second, in 
a vacuum. The velocity in air is a little less. 

277. Selation between Index of Befraction and Yelooity 
of Light. — The velocity of light in any transparent sub- 
stance depends on the nature of the substance. It is great- 
est in a so-called vacuum. It is least in the most highly 
refractive substances, and, indeed, the index of refraction 
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for any given substance depends upon the rate at which 
light travels through it. This is sometimes illustrated by 
an analogy suggested by the march of troops over ground 
of various kinds. Suppose a column of troops to be march- 
ing over smooth ground, as shown in Pig. 87 at the left. 
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The front of the column being at AB, let the line S8' 
represent the border of a marsh or other difficult ground. 
Upon entering, the right of the column, JS, first encounters 
the marsh, and the soldiers at B will fall behind those of 
the rest of the front. In consequence of this the column 
will, one part after another, wheel to the right until, when 
the whole front has entered the marsh, it will have the 
new direction shown by the line A'B\ Substitute for the 
column of troops a beam of light, and for the marsh a 
highly refractive transparent substance, and it is not diffi- 
cult to see how refraction may depend upon the retarding 
effect of refractive substances upon light-rays. 

278. Belation between Wave-lengths and other Proper- 
tics of Bays. — Each of the seven " primary " colors, violet, 
indigo, blue, green, yellow, orange, and red, is due to a set 
of rays of nearly equal wave-length. The prism sorts the 
various colors out from the mixture of all seven which 
falls as a beam of white light upon the surface of the 
glass, by means of the fact that rays of short wave-length, 
like the violet, are refracted much more than those of 
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greater wave-length, like the red ones. Invisible rays may 
be detected on both sides of the visible spectrum. Those 
which are refracted less than the red rays may be recog- 
nized by their heating effect, when a thermometer is held 
in the dark region adjoining the red end of the solar spec- 
trum. Those which are refracted more than the violet 
rays may be recognized by the promptness with which they 
affect a sensitive photographic plate held in the dark space 
alongside the violet end of the spectrum. In fact, pictures 
have been taken in total darkness by means of these actinic 
i-ays, as they are called. 

Wave-lengths longer than 812 mil lion ths of a millimeter 
affect the thermometer readily, but not our eyes. Those of 
650 millionths of a millimeter affect the thermometer and 
give to the eye the sensation of red light; those of 500 mil- 
lionths of a millimeter have but little heating effect, and 
give a green color; those of 400 millionths of a millimeter 
give almost no heating effect, but have a faint violet light. 
Wave-lengths even shorter than 200 millionths of a mil- 
limeter affect sensitized photographic plates. 

Question's and Problems on Chapter XIII. 

1. What would be the shape of the entire shadow (um- 
bra) formed by a circular disk exposed to the radiation 
irom a luminous point, situated on a perpendicular to the 
centre of the disk? 

2. What would be the shape of the umbra of the same 
^isk illuminated by a sphere larger than itself, and with its 
centre lying on the perpendicular drawn to the centre of 
the disk ? 

• At what relative distances from a screen would a 
amp of 16 candle-power and an electric arclight of 1600 
candle-power illuminate it equally ? 

et an object be placed between two plane mirrors 
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meeting at a right an^le. Show how many images of the 
object may be Been in the two mirrors. Discuss the matter 
as fully as you can, showing, by means of a diagram, how 
the various images are formed. 

5. Let two plane mirrors make with each other an angle 
of about 60° or 70°, and let an arrow be placed between 
them. Show by means of a diagram the position and di- 
rection of pointing of an image of the arrow after three 
reflections. 

6. From the proportionality of homologous lines in sim- 
ilar triangles, how can you determine the relative size of 
image and object in the case of images formed by light 
passing through a small aperture (§ 233) ? 

7. Applying the principles of § 249 to the art of shooting 
or spearing fish under water, what precaution should one 
take in aiming at them when the line of sight is not ver- 
tical ? 

8. In Fig. 88, which of the liquids, A or C, is optically 
denser than the water B ? Explain how you know. 
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Show how light could traverse without refraction a 
prism with the form of cross-section 
shown in Pig. 89. 

10. In your experiments with lenses 
you sometimes allowed the image of an 
object to fall upon a card. The image 
could then be seen from all points from 
FiG.». which the face of the card could be seen. 

When the image was not allowed to fall upon a card^ the 
region from which it could be seen was much more re- 
stricted. Explain. 

11. Describe carefully the process (Exercise XXXVI, 
Second Method) by which you have found the focal length of 
a lens^ explaining with a diagram of the rays the use of the 
pin. 

12. The focal length of a certain lens is 6 inches. A 
small object is placed 10 inches from the centre of the 
lens and on the principal axis. 

{a) How far from the centre of the lens is the image ? 
{h) Is it on the same side of the lens as the object ? 

13. If the focal distance of a lens is 24 cm.^ and one 
conjugate focus is 72 cm. from the lens, where is the other i 

14. Draw a diagram describing the action of an ordinary 
magnifying-glass, as commonly used for examining small 
objects, showing the course of the rays and the relative 
positions of image and object. 

15. Why does a magnifying-glass magnify? Show by a 
diagram that two similar convex lenses used together, with 
their convex surfaces nearly in contact, will magnify more 
than one alone. 

16. Show by reference to the formula in § 265 what 
must be the distance (in terms of the focal length) of ob- 
ject and image from the lens in order that they may be of 
equal size. 
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17. At what distance from a lens of 24 cm. focal dis- 
tance must an object be placed in order that the dimen- 
sions of the inverted image shall be — -^ / 
(a) half as large as those of the object ? -^ I 7 "^ 
{b) twice as large as those of the object ? ^ uP ^ 
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CHAPTER XIV. 
OPTICAL INSTRUMENTS. 

279. Lnportance of Optical Lutromenta. — Mach of the 
progress of science daring the present century has been 
due to improvemeuts in the constraction of optical in- 
struments and their more general use in scientific investi- 
gations. 

Improvements in telescopes and the invention and per- 
fection of the spectroscope have enabled the astronomer to 
discover, and even to measure, objects and motions whose 
existence was unsuspected by the observers of two genera- 
tions ago. The chemist is to-day able by means of the 
spectroscope to ascertain in a few minutes the presence, in 
a substance of unknown composition, of elements which it 
would have taken him days to detect by purely chemical 
means. 

To the physician, the food-analyst, the manufacturing 
druggist, and to those engaged in many other professional 
or technical occupations, the microscope is a necessary piece 
of apparatus, a tool of daily, almost hourly, use. 

Optical instruments comprise a great variety of combi- 
nations of mirrors, lenses, and prisms. Only some of the 
simpler ones can be referred to in an elementary book on 
physics. 

280. The Photographers Camera. — This instrument con- 
sists essentially of a box, in the front of which is fastened 
a convex leus or a combination of lenses, L, Fig. 90, the 
distance of which from a ground-glass screen, P, at the 
other end of the box, may be varied at will. An inverted 
and usually diminished real image of any outside object 
»ot too near L may be formed on P, When this adjust- 
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ment has been precisely made, the lenses are covered with 
an opaque cap; a plate of ordinary glass, coated with a 
film of gelatine made sensitive to light by the presence in 
it of certain compounds, usually of silver, is substituted 
for P; the cap is then removed, and the light is allowed to 
act for a sufficient time upon the sensitive plate, after 



Fig. 90. 
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which the cap is replaced and the plate removed and 
veloped*' into a photographic "negative/^ 

Those who are interested in practical photography will 
find in §§ 267 and 269 some explanation of the difficulty 
experienced in making all parts of the ground-glass screen 
show clear images at the same time; and in § 270 there is a 
suggestion as to the effect of " diaphragms" with larger or 
smaller holes. 

281. The Magic-lantern. — This instrument, known also 
by various other names, stereopticon, for instance, requires 
a powerful source of light, such as a large kerosene-fiame, 
or some form of calcium-light. A, Fig. 91, in which a 
cylinder of quicklime is heated by a fiame formed by 
burning together oxygen and hydrogen, oxygen and coal- 
gas, or oxygen and the vapor of ordinary ether (such 
as is used by surgeons to produce insensibility to pain). 
By means of a large convex lens B, called the condenser, a 
powerful beam of light from this source is thrown upon 
the painted or photographed " slide," the image of which 
is to be exhibited* This slide is pushed into the opening 
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Cy a little outride the focus of a gmaller conyex lens or a 
pair of gnch lenses, A &nd a greatly enlarged real image of 




Fig. 91. 



the slide is thrown upon the screen in a manner already 
sufficiently explained in § 262. 

282. The Simple Microscope.— In its least complicated 
form the simple microscope, or magnifying-glass, consists 
of a convex lens used, as already explained in § 263, to 
form an upright magnified image of any small object. 
When much magnifying-power is required, two or even 
three convex lenses, mounted one over the other with their 
surfaces only a few millimeters • apart, are often used. 
Such combinations are called dovblets or triplets. They 
have certain advantages over single lenses of equal magni- 
fying-power. 

§ 263 will help the student to see that the magnifying 
power of a simple microscope is greater as its focal length 
is less. 

283. The Compound Microscope. 

EXPERIMENT 63. 
5^n a page of fine print P. Fig. d2, upright on Ihe table in 
a good light. Set up in front of it a c»nvex lens Z. of 4 or 5 cm. 
focal length, at a distance of 6 or 8 cm. from the page. Hold an- 
other convex lens of about 10 cm. focal distance in various positions 
farther from the pa^e, as shown at L\ untU one position is found !« 
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vrhich an inverted, magnified, image of the print is seen through 
it, this being a wrttuU image of thereof image formed by the lens L. 
This apparatus is a rude model of the compound microscope. 



Fig. as. 

For viewing objects under any but the lowest mag- 
nifying-powers, that is, in all cases when the apparent 
diameter of the image is to be anywhere from 50 to 5000 
times the actual diameter 
of the object, the com- 
pound microscope is uni- 
versally employed. The 
essential optical parts of 
this instrument, as usually 
constructed, are. Fig. 93, 
an eye-piece, LL', here 
represented as single, but 
generally consisting of two 
convex lenses, and an ob- 
jective, IV y frequently con- 
sisting of from two to six 
plano-convex or double-con- 
vex lenses. These lenses 
are fixed in a brass tube so 
arranged that the distance 
between the eye-piece and 
the objective can be varied 
at will within certain limits. 
A mirror, not here shown, 
which is adjustable to any desired angle, is usually employed 
for throwing light upon the object. 




^ 



^V 



Fig. 93. 
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The object to be viewed is placed on a platform beneath 
the objective, and is strongly illaminated by light reflected 
from the mirror. A real, inverted, magnified image, A.B^ , 
of the object is formed within the tabe of the instmment at 
a position somewhat nearer to the eye-piece than its prin- 
cipal focus. This real image is therefore magnified by the 
eye-piece, which forms an enlarged virtual image, A'B', of 
it at a position not far from the object. 

The foci of the object-glass are at /and/', those of the 
eye-piece at F' and F. 

The total magnifying-power of the instmment i& that of 
the objective multiplied by that of the eye-piece. In gen- 
eral^ the shorter the focal length (see Appendix) of a 
microscope objective, the greater its magnifying power. 

An objective of 1 inch focal length will, on a tube 10 
inches long, give, with the lowest power eye-piece in com- 
mon use (the " A" eye-piece), a magnification of about 50 
diameters; with an eye-piece of double the magnifying- 
power (^'B^' eye-piece) the total magnification will be 
about 100 diameters, and so on.' 

284. The Astronomical Refracting Telescope. 

EXPERIMENT 64. 

Mount upon blocks two convex lenses, one of 30 or 40 cm. focal 
length, the other of about 5 cm. focal length. Set them up on the 
tfible with their principal axes coincident, that is, with their centres 
on the same straight line at right angles to the centres of their faces. 
Mount a bit of tracing-paper or greased writing-paper, and place 
this screen in such a position between the lenses that the one of 
greatest focal length shall throw upon it a distinct image of some 
distant bright object. Look at this image on the translucent paper 
through the 5 cm. lens. Choose such a position and distance as to 
give a clear virtual image, as much magnified as possible, of the 

> The makers of microscopes are not perfectly agreed in their 
mode of designating eye-pieces and objectives. The French and 
German manufacturers differ much in this regard from English and 
American ones, and these latter differ somewhat among themselves. 
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real image on the screen. Now remove the screen and observe that 
the virtual image of the real image is still visible. 

This piece of apparatus illustrates in a rough way the 
construction and operation of the astronomical refi'acting 
telescope. This instrument consists essentially of the long- 
focus object-glass, or objective, L, Fig. 94, mounted in one 




Fig. 94. 

end of a tube, at the other end of which is placed an eye- 
piece, L', precisely similar to that of the compound micro- 
scope. The eye-piece can be moved toward or away from 
the object-glass in order to make the image appear most 
distinct. 

The real image of any distant object is, of course, always 
formed by the objective very near its principal focus. The 
foci of the eye-piece are at F and F'. 

Astronomical telescopes are always furnished with a^chro- 
matic object-glasses (§ 282). 

285. Efficiency of the Telescope. — The usefulness of the 
telescope as an aid to vision depends upon the following 
points: (a) the clearness and sharpness of the image, or 
what is called the definition of the instrument ; (b) the 
brilliancy of the image ; (c) the amount of allowable 
magnification. 

Good definition depends upon the accuracy with which 
the lens is shaped and finished, and upon the quality of 
the glass, which should be free from flaws. 

Brightness depends upon the amount of light which can 
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be concentrated in the different pMis of the image. Henee 
a large objectlTe will, other things being equal, gire the 
best illumination* In some recent telescopes the objectiTe 
has a diameter of about 3 feet 

The magnification, with a given eye-piece^ is evidently 
very nearly proportional to the focal length of the objec- 
tive; but unless the objective is large, and furnishes much 
light, it is useless to give it great focal length, for the rea- 
son that the much-magnified image would be too fitint to 
be seen to advantage. 
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CHAPTER XV. 
MAGNETISM. 

286. Magnets, Natural and Manufactured. — There is a 
certain iron ore of which lumps are occasionally found 
having the power of attracting particles of iron. Such 
lumps of ore are called /oad-stones, or fod^-stones, a word 
equivalent to Uading-^ione^. They are called also natural 
magnets. 

A piece of iron acted upon by a loadstone becomes in 
turn a magnet, and will attract particles of iron as the load- 
stone does. Magnets can be made in other and better 
ways, and are familiar objects to most students. Cobalt 
and nickel have strong magnetic properties, but are inferior 
to iron in this respect, and magnets made of them are curi- 
osities rather than articles for real use. Hard steel mag- 
nets retain their power better than those made of common 
iron, and therefore most magnets are made of steel tempered 
very hard. 

287. Magnetic Needle; Magnetic Compass. — A slender 
magnet suspended by a flexible fibre or balanced upon a 
sharp point, so as to be free to turn in a horizontal plane, 
is called a magnetic needle. It has been known to 
Europeans for about seven centuries, and possibly to the 
Chinese for some thousands of years, that a magnetic 
needle in coming to rest after any disturbance always tends 
to a position in which its length will be in a general north 
and south direction. At some parts of the earth^s surface 
the needle points somewhat to the west of north, in others 
somewhat to the east of north; and its exact direction of 
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pointing at any one place on the earth's sarfaceyariesfrom 
century to century. 

EXPERIMENT 65. 

By means of an observation of the North Star, or any other con- 
yenient method, lay off upon a table in the laboratory a true nortli 
and south line J Then note how many degrees to the west or east of 
this line the north end of the magnetic needle points. 

An instrument in which a magnetic needle is placed 
within or over a graduated horizontal circle, so that the 
turning of the needle from its normal position may be at 
once read off in conyenient divisions of the circle, is called 
a magnetic compass. The mariner's compass, by which the 
sailor steers his course in the open ocean, is such an instru- 
ment, having usually several small magnets fastened to a 
card-board support balanced upon a point. 

288. Induced Magnetization; Temporary and Permanent 
Magnetization. 

EXPERIMENT 66. 

Take several small pieces of very soft wrought-iron, horseshoe 
nails for instance, and test them among themselves to see whether 
they will exhibit any magnetic power. Then lift one of them by 
means of a strong bar-magnet and apply one end of a second nail to 
the lower end of the one so lifted. If the second nail reminns sus- 
pended by magnetic action attach a third to it and so on until the 
chain so formed breaks. Finally, after removing all the nails from 
the neighborhood of the magnet, test them again among themselves 
for evidences of magnetization. 

Magnetization produced in a piece of metal by the action 
of magnetic force is called induced magnetization. A part 
of such magnetization usually disappears when the produc- 
ing force is withdrawn. This part is called temporary 
magnetization. The part that remains is called permanent 
magnetization. 

* For methods of doiug this see books on Surveying, e.g., John- 
son's Theory and Practice of Surwyingj John Wiley & Sons, New 
York. 
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289. Dipping Needle, the Earth's Magnetic Poles.— If a 

symmetrical magnetic needle is suspended by its middle so 
as to be free to turn in a vertical plane as well as in a hori- 
zontal plane^ one end of the needle will^ at most parts of 
the earth^s surface, hang lower than the other end. At 
most places in the Northern Hemisphere the north-seeking 
end of the needle will hang low, at most places in the 
Southern Hemisphere the south-seeking end. In either 
case the needle is said to incline, or dip. In general, as 
one goes north the north-seeking end of the needle will dip 
more and more, and at some place in the far north will 
point straight down. This place, which is called the north 
magnetic pole of the earth, is not at the geographic north 
pole. Somewhere in the far south is a corresponding south 
magnetic pole, where the south-seeking end of the magnet 
would point straight downward. 

EXPERIMENT 67. 

Take a bar of very soft iron and make sure by trial that its ends 
will not attract bits of soft iron. Then place this bar in a vertical 
position, and while it is so placed test it again with the bits of iron. 
Try whether jarring the bar while in a vertical position will affect 
its power of attracting iron. 

This experiment will probably show that the earth has 
the power of magnetizing iron. The earth is, in fact, a 
magnet, and the " natural " magnetic power with which 
the loadstone is found endowed is in all probability im- 
parted to it by the magnetic action of the earth as a whole. 
What makes the earth magnetic is not known, although 
various theories to account for its condition have been pro- 



290. Poles of Ordinary Magnets; Magnetic Bepnlsion. — 
If one takes an ordinary bar-magnet and presents different 
parts of it in turn to one end of a magnetic needle, it will 
be found that the ends have much more effect than the 
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middle. As in the case of the earth we speak of two mag- 
netic poles from which the magnetic infloences appear to 
come, so in the case of the bar-magnet we call the two re- 
gions, nsaally near the ends, in which the peculiar power 
of the magnet seems to lie, the poles of the magnet. 

If we again present the two ends of a bar-magnet in 
turn to the magnetic needle, we shall find that one end 
attracts the north-seeking point of the needle and repels 
the south-seeking point, while the other end of the magnet 
repels the north-seeking point of the needle and attracts 
the south-seeking point. 

If we now float the magnet on water, on a board just 
large enough to carry it safely, we shall find that the pole 
which repelled the north-seeking pole of the needle will 
itself point north. We conclude, then, that poles which 
repel each other are alike, and th&t poles which attract each 
other are unlike. 

291. Law of Inyene Square. — ^By means of careful and 
delicate experiments upon the attractions and repulsions 
exerted by the poles of magnets, it has been found that 
these attractions and repulsions are, other things being 
equal, inversely proportional to the square of the distance 
between the mutually acting parts. For instance, if two 
poles one foot apart attract each other with a certain force 
F, the siime poles when two feet apart will attract each 

other with a force F X ^—^ = 4 ^• 

Every magnetic pole that we have to do with is subject to 
an attniction exerted by one of the earth's poles and a re- 
pulsion exerted by the other. Both the attraction and the 
repulsion tend to carry a north-seeking pole north and a 
soutliHseeking pole south. Any movement toward the 
earth's north magnetic pole strengthens the effect of that 
pole, but weakens the effect of the south pole. A little 
consideration, taking account of the law of inverse square. 
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will show that if this movement is small^ 100 ft. for in- 
stance, the force experienced by either pole of the magnet 
will be affected exceedingly little. 

Problem. — If two unlike but equally powerful magnetic 
poles are 100 ft. apart^ and if each of the two exerts upon 
a third pole midway between them, a force F, how great 
would be the total force felt by this third pole if it were 
moved 1 ft. toward one of the other poles? 

292. Opposite Kinds of Magnetism. — The property by 
virtue of which a magnet attracts or repels is called mag- 
netisfn. To give it a name does not explain the property, 
but the name is a convenience. As there are two kinds of 
magnetic poles, so we must recognize two kinds of magnet- 
ism. The north-seeking pole of a magnet is that part in 
which the north-seeking magnetism, frequently called north 
magnetism, is more abundant than the south-seeking mag- 
netism, and prevails over it. The south-seeking pole is the 
part in which the south-seeking magnetism, frequently 
called south m^netism, prevails over the north-seeking 
magnetism. 

EXPERIMENT 68. 

ReturniDg to tbe floating magnet (§ 290), note whether it tends aa a 
whole to drift either toward the north or toward the south. Try this 
experiment with a variety of magnets, and note whether any of them 
move as a whole in either direction, taking care in all cases to have 
the magnet at rest when the experiment begins, and having the sur- 
face of water large enough so that mrface tension (see any general 
treatise on Physics) may not urge the float toward the ude of the 
vessel. The float should be the lightest that will bear the magnet 
with security. 

If, on experimenting carefully in this way, we find a 
magnet which always floats toward the noi*th, we cannot 
attribute such behavior to the fact that one pole is nearer 
the north than the other, for we have seen (§ 296) that this 
would make no perceptible differ^nc^ in th^ forc^ to which 
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the pole is snbjected. We shall have to explain it by the 
supposition that the partienlar magnet used has more 
north-seeking magnetism than south-seeking magnetism. 

EXPERIMENT 69. 

If no magnet can be found in which either kind of magnetism ap- 
pears to be in excess of the other kind, take some long thin piece of 
hard steel, an old metal-saw blade for instance, and magnetize it by 
means of the most powerful nuignet at hand, stroking one end of the 
steel with one end of the magnet, and the other end with the other 
end of the magnet. It will now be found that one end of the bar 
will attract the north-seeking end of a magnetic needle, and the other 
end repel it. Now break the bar in two at the middle. Test each 
half separately by means of the magnetic needle and on the float. 
Does each half have both north-seeking and south-seeking magnet- 
ism? Does each half have equal quantities of north-seeking and 
south-seeking magnetism ? If these questions are both answered in 
the affirmative, break one of the halves in two, and repeat the teats 
just indicated. 

In all these experiments make very careful notes of any 
magnet that is found to have more of one kind of magnet- 
ism than of the other kind. 

An interesting bar to study is one that has been touched 
at its middle with one end of a magnet and at each of its 
ends with the other end of the magnet. 

293. Magnetic Field; Lines of Magnetic Porce. — Any 
portion of space in which magnetic force is found is called 
a magnetic field. If, starting at any point of a magnetic 
field, one notes the direction in which the north-seeking 
end of a small magnetic needle points, and moves the 
needle bodily in this direction, and if one continues this 
process, changing the direction of motion, if need be, con- 
tinually so as to make it at all times agree with the direc- 
tion of pointing, the centre of the needle will trace out 
what is called a line of magnetic force. 
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294. 

EXERCISE XL. 

LINES OF MAQETTIC FORCE, 
[Trowbridge, pp. 167, 168. Worthington, Exp. 45, p. 228; Exps. 48, 49, p. 830.] 

Apparatus: Two straight bar-magnets, each 16 or 20 cm. long; 
and about 1 sq. cm. in cross-section, nearly equal in magnetic 
power. A small compass, with needle 2 or 3 cm. long. Three 
sheets of paper about 60 cm. square. 

FIRST PART.— Fasten one of the sheets of paper on a table 
and lay one of the large magnets on the middle of the sheet, the 
north-seeking pole pointing north.^ Place the small compass at the 
extreme north-east comer of this magnet and then move it away 
in the exact direction in which the compass-needle points. Con- 
tinue this movement, changing direction in such a way as to fol- 
low continually the changing indication of the compass-needle, 
until the path reaches the edge of the paper or returns to the mag- 
net. Trace upon the paper the line thus followed by the middle 
of the compass, putting arrow-heads at several points to indicate 
the direction in which the north-seeking end of the compass-needle 
points at these places. Then place the compass a very little dis- 
tance from the north-east comer of the large magnet toward the 
middle, and starting anew trace another line and mark it as before. 
Then beginning still farther toward the middle of the magnet, do 
as before. Finally, start not more than 3 or 4 cm. from the middle 
of the magnet and trace a line. Trace an equal number of Unes 
on the western side of the magnet. 

Second part. — Place the same large magnet on another sheet 
of paper with its north-seeking end pointing south. Then use the 
compass and trace lines as before, marking them all with arrow- 
heads to indicate the direction of pointing of the north-seeking end 
of the compass-magnet. 

Third Part. — Two magnets. Iiay the two magnets parallel 
on a sheet of paper, the two north-seeking ends pointing north and 
about 16 cm. apart on an east and west line. Proceed with this 
system as with the single magnets, taking care to trace several 
lines between the magnets. 

In all parts of this exercise outlines of the large magnets should 
be marked upon the paper, and other marks should be added that 

* The north-seeking end of a magnet is the end that naturally 
points north, 
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ch particles, with their north poles all pointing in the 

general direction, we can see that in the middle of 

jar the north pole of any particle is sure to be very 

; the south pole of some other, so that this part of the 

will have little or no action upon outside bodies. At 

»er end of the magnet, however, there is a surface made 

of poles all of the same kind, and so from the ends 

lies the power which affects the needle. Breaking the 

• at the middle merely separates two surfaces, which, be- 

i: made up one of north poles and the other of south 

les, neutralize each other while in contact, but have each 

e power of attraction or repulsion when separated. 

There is room for doubt concerning the mode of mag- 

etization of the particles themselves, as to whether their 

lagnetism is due to molecular electric currents, whether 

t is produced in them by the influence which magnetizes 

he bar as a whole, or is natural and permanent in them, so 

hat the act of magnetizing a bar is merely a process of 

irranging the molecular magnets of which it is composed. 
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CHAPTER XVI. 
ELECTRICITY. 

296. Hirtorical Sketch. — It was known to the ancient 
Greeks and Romans that certain sabstances acquire, when 
mbbed, the power of attracting light objects. Amber was 
one or these, and from the Greek name of this snbstance, 
r/XeKxpoVy the name electricity was formed by the Eng- 
lish philosopher Gilbert, aboat 300 years ago. 

It appears that Gilbert was the first to make systematic 
and extensive observations of electrical phenomena. From 
his time the subject has grown in interest and importance 
through the invention of frictional electrical machines, of 
the Leyden jar, Franklin's discovery of the identity be- 
tween lightning and electricity, the invention of the gal- 
vanicy or voltaic, cell (§ 303) about the beginning of this 
century, the work of Oersted, Ampdre, Faraday, and a 
host of others more recent, until the name electricity is 
now the mosfc popular and fascinating in the whole yd- 
cabulary of physical science. 

297. Electrification by Friction. — Experiments with elec- 
tricity produced by friction are very beautiful, and of great 
theoretical interest, but many of them are troublesome to 
perform, and their practical importance is comparatively 
small. Those which follow are selected mainly for the 
light which they throw on the phenomena of electric cur- 
rents. 

EXPERIMENT 70. 

On a cold dry day rub a stick of sealing-wax with a catskin, and 
then present the rubbed part to small light pieces of paper or bits 
of thread lying on a table. 

Fasten two small pith-balls to the ends of a dry silk thread about 
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15 cm. long, and suspend them by the middle of the thread from any 
convenient support. Touch these balls with the freshly rubbed rod 
of sealing-wax. Note the behavior of the balls with respect to the 
rod just before they are touched and just after. Note also their be- 
havior with respect to each other after they are touched by the rod. 
If they act in an unusual manner it is because they have become 
electrified or charged with electricity by the rod. 

Rub a smooth glass rod vigorously with a piece of silk, and present 
the rubbed part to the suspended pith-balls still charged from the 
Bcaling-ivax. Note their behavior before and after being touched 
by the glass. 

Do you find in these experiments any evidence that there 
are two kinds of electrification ? If so, is there attraction 
or repulsion between bodies similarly electrified ? between 
bodies oppositely electrified ? 

298. Two Kindf of Electricity.— To say that bodies may 
be oppositely electrified is not necessarily to imply that 
there are two kinds of electricity. It may be that all 
bodies in their normal state are endowed with a certain 
amoant of electricity, and that a body possessed of more 
than its normal amount of electricity will act in one way, 
and one possessed of less than the normal amount will act 
in the opposite way. 

Some physicists have believed that there is only one 
kind of electricity. Others have held that there are two 
kinds. The question is not yet settled. It is extremely 
convenient, however, to speak of one kind of electrification 
as caused by a charge of one kind of electricity and the 
other kind of electrification as caused by a charge of an 
opposite kind of electricity ; and we shall do so. 

We shall, following custom, speak of the state into which 
sealing-wax or any other resinous substance is brought by 
rubbing with catskin as being due to a charge of resinous^ 
or negative, electricity, and the state of a glass rod rubbed 
with silk as due to a charge of vitreous, or positive, elec- 
tricity. 
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There has been, too, a difference of opinion as to 
whether electricity is or is not a substance. A century 
ago, when heat and light were believed to be weightless 
flnids, electricity was classed with them as a snbstance. 
Later, when it was shown that heat and light were not sub- 
stances, but mere " modes of motion*' in which the par- 
ticles of matter are involyed, the notion gained currency 
that electricity was a mode of motion, rather than a sub- 
stance by itself. During recent years belief in the existence 
of electric snbstance, or substances, has been growing again. 

299. Condnctors and Insulators. — If one attempts to re- 
peat Experiment 70, using a very thin wire or a cotton 
thread or a wet silk thread for suspending the pith-balls 
on a metal support, it will be found that the balls do not 
retain their charge as they did before. The explanation is, 
that the charge escapes along the thread or wire to the 
support, and so is lost. Materials which, without motion 
of their own, can serve as avenues of escape for an electric 
charge, are called conductors of electricity. Materials 
which cannot serve this purpose are called fion-conductorsy 
or insulators. 

Metals are the best conductors, and resinous and vitre- 
ous substances are among the best insulators. No perfect 
insulator is known, and, on the other hand, there is no 
perfect conductor, — no conductor, that is, which is not 
somewhat heated by the passage of electricity through it, 
thus showing that it offers a certain amount of resistance to 
the movement. 

300. The Oold-leaf Electroscope. — The pair of pith-balls 
suspended by a silk thread used in Experiment 70 is some- 
times called an electroscope, for the reason that it enables 
us to detect, or make evident, an electric charge ; but 
for more delicate experiments a more sensitive instru- 
ment is needed. This is found in the gold-leaf electro- 
scope shown in Fig. 96. 
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G may be an open-topped glass receiver, such as is fre- 
quently used with air-pumps, fitted 
at the top with a cork, c; Bisa, disk* 
of metal, usually brass, six or eight 
inches in diameter, from which a 
metal rod, r, reaches downward 
through the cork. The upper ends 
of the strips of thin gold-foil, /, I 
(the thinnest used by dentists), are 
crowded into a narrow slot sawed in 
the lower end of r, so that there 
is good metallic contact from B 
to 1,1. 

EXPERIMENT 71. 

Hold a charged rod of sealing-wax or glass over the electroscope, 
and lower it gradually, stopping an inch or two above B. Then 
raise and lower the rod alternately several times. Are the leaves I, I 
affected when the rod approaches the plate ? Do they continue to 
show any peculiar action after the rod is removed ? (If the leaves 
become permanently charged, they may be restored to their normal 
condition by touching the edge of the plate B with the finger. One 
must take great care in dry cold weather not to rub the glass of the 
electroscope with the hand even, lest it acquire a charge which will 
be difficult to remove, and which will greatly disturb the proper 
course of the experiments. Moreover, one must guard carefully 
ngainst the action upon the electroscope of possible charges on the 
clothing. The experimenter should frequently test for a charge 
upon his sleeve by holding his arm, without the charged rod, over the 
plate B, the electroscope being previously discharged (see Exp. 72, 
second parenthesis) ). 

301. Electric Induction. — In Experiment 70 pith-balls 
were charged from an electrified rod by direct communica- 
tion. In Experiment 71 the electroscope was charged, 

* The instrument is more sensitive, and therefore better for such 
experiments as No. 71, if a ball about an inch in diameter is used 
instead of the disk B. But the disk is necessary for certain experi- 
ments that come Inter. 
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temporarily, withont contact with the electrified rod ; bnt 
the fact that its charge disappears when the rod is removed 
indicates that it really receives nothing from the latter save 
a certain influence which throws it, for the time being, into 
a peculiar state of electrification without really changing 
the amount of electricity upon it. This operation is called 
electrification by induction (cf. § 288). 

One can readily understand that if every body is, in itsnor- 
mal condition, endowed with a certain quantity of positive 
electricify and a certain quantity of negative electricity, the 
approach of a charged body may produce in the electroscope, 
previously uncharged, a redistribution of its electricities, 
one kind being drawn toward the approaching charged body 
while the other is repelled into the leaves. If, on the other 
hand, one holds that there is only one kind of electricity, one 
may suppose that the approach of a body having more than 
its normal complement will repel the electricity of the elec- 
troscope into the leaves, and that the approach of a body 
having less than its normal amount will attract the elec- 
tricity of the instrument into the plate B, either event 
putting the leaves into condition to repel each other. 
Whichever theory one adopts, experiment shows that a re- 
distribution of electricity, and nothing more, does take 
place at the approach of the charged body. 

But can we now find some means of charging a body 
permanently by the aid of such induction ? 

EXPERIMENT 72. 
Put the plate of tbe electroscope into good electric connection with 
any large conductor (§ 299), tbe body of the experimenter, for in- 
stance, or the earth itself by means of water-pipes or g:ts-pipes, and 
then bring the charged rod toward B. (Under these circumstances the 
electricity which is like that of the charge on the approaching rod 
will, it is reasonable to suppose, be repelled from the electroscope 
into the large conductor instead of into the gold-leaves, and all the 
metal of the electroscope may acquire an induced charge opposite in 
kind to that of the rod.) 
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Break the connection at the plate B while the charged rod is still 
held near. Do the leaves now show any evidence of a charge after 
the rod is removed ? If any charge remains, is it of the same kind 
as that on the charging rod ? To answer this question, bring the 
charged rod again toward B, and notice whether X\iq first effect of its 
approach is an increase or decrease of the divergence of the gold- 
leaves. If it is an increase, the charge on the leaves is like that on the 
rod ; if a decrease, the charge on the leaves is unlike that on the rod. 
(If there is a charge on the electroscope, the approach of an uneleetrified 
conductor — the hand of the experimenter, for instance — toward the 
plate B may cause the leaves to approach each other, for the charge 
already on the electroscope induces a charge upon the approaching 
conductor, and is itself somewhat changed in consequence. To avoid 
error from this cause the charged rod should be a long one, so that 
the hand need not come near B,) 

302. The Electrophorns. — This iiistrament^ the action 
of which depends upon induction, is very convenient for 
supplying electricity with which to charge conductors of 
moderate capacity. It consists usually of a shallow metal 
pan, which may be about 25 cm. in diameter, containing 
a quantity of resin or other similar material, which has 
been poured in while hot and has cooled in place, forming 
a smooth hard surface, and a flat circular plate of metal, 
somewhat less in diameter than the pan, furnished with 
an insulating handle (§ 299) of glass or hard rubber.' 

The pan being placed in electrical connection with the 
earth or with the body of the experimenter, the resinous 
surface is rubbed with a dry catskin, and thus acquires 
a charge of negative electricity. The metal disk is then 
placed upon this surface. If the two fitted each other per- 
fectly the metal plate would become charged with the same 

' If the handle is of glass it may be found to insulate poorly. 
In the construction of any apparatus to be used with electricity of 
rather high pressure it is safest to test any glass that is to be used for 
insulation before constructing permanent apparatus with it. The 
jar shown in Fig. 96 may cause disappointment by proving to be a 
poor insulator. White glass insulates better than green. 
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kind of electricity as the surface upon which it rests; but 
the two surfaces really touch at certain points only, and so 
the negative charge upon the resinous plate induces a posi- 
tive charge on the lower surface of the metal plate and re- 
pels the negative electricity to the upper sur&ce. If this 
upper surface is now touched for an instant by the hand of 
the experimenter the negative electricity escapes, and when 
the plate is lifted it carries a positive charge, which may be 
used to charge other conductors. The resinous plate 
meanwhile has suffered little loss, and the operation may 
be repeated many times without recharging it. 

303. Electricity developed by Chemical Action; the 
Voltaic, or Galvanic, Battery. — In the year 1800 an Italian, 
Volta, following a hint given by an accidental discovery 
made by another Italian, Galvani, showed how to maintain 
a continuous supply of electricity by the aid of chemical 
action. The most famous arrangement which be employed 
for this purpose consisted of a column made up of disks of 
copper, zinc, and cloth moistened with acidulated or salt 
water, the order of arrangement being copper, zinc, 
cloth, copper, zinc, cloth, etc., the column beginning 
with one metal and ending with the other. This was called 
VoUa's pile. It has the advantage of great simplicity of 
construction and portability, but loses its power as the 
liquid evaporates from the cloth disks, and is not so easily 
cared for as another arrangement, imitated in the following 
experiment, which arrangement Volta used and called the 
^^ crown of cups J' 

EXPERIMENT 73. 

Take fifty small glass tumblers, fifty small strips of zinc, and fifty 
similar strips of copper (see apparatus for Exercise XLI). Arrange 
the tumblers in a circle and fill each with water to a point one or two 
centimeters from the top. In each tumbler place a strip of zinc and 
a strip of copper, opposite each other. Solder the zinc of one cup to 
the copper of the next and continue in this way around the whole 
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circle, leaving, however, a gap between some one zinc and the 
copper of the next tumbler. At this gap solder a thin copper wire 
about one-half meter long to the zinc strip and a similar wire to the 
copper strip. 

Now take the electroscope (§ 300) and cover the plate B with a 
sheet of thin paper which has been soaked in melted paraffiue. 
Place on this paper the metal disk of the electrophorus (§ 302) taking 
care that the paper shall prevent all contact between this disk and 
the plate B, Then touch B with one wire leading from the " crown 
of cups/' and at the same time touch the upper metal plate with the 
other wire. Remove the wires and at once lift the upper plate and 
the paper from B. Do the leaves show any evidence of an electric 
charge? 

The object of the preceding experiment is to show that 
chemical action — for there is a slight action of the water 
upon the metals — can produce a state of electric charge sim- 
ilar to that which oomes from friction. Further experi- 
ments would show that the plate B becomes charged j^o^i- 
tively when it is touched by the wire leading from the 
copper strip, and negatively when touched by that leading 
from the zinc strip. 

Far less striking effects in the direction of attractions 
and repulsions, electric sparks, etc., can be obtained di- 
rectly from a Voltaic (or Galvanic) ** battery," like that just 
described, than from frictional electric machines. The 
peculiar usefulness of the battery is its power to maintain 
a continuous current of electricity (§ 306), as we shall see in 
the following pages. 

304. EXERCISE XLI. 

SINGLE-FLUID GALVANIC CELL. 

[Trowbridge, Exps. 113, 114, 115.] 

Apparatus and material : A very small glass tumbler. About 

200 grm. of dilute sulphuric acid, 20 parts in volume of water to 

1 part in volume of concentrated acid.^ A strip of sheet zinc and 

* Id mixing pour the acid slowly into the water. Pouring water 
upon the acid is dnngerous. A small quantity of acid sinking at once 
in a comparatively large mass of water is speedily cooled in spite of 
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a fti^ of ilieet oopfMr, 
Mch having 60 cm. of 
8old«r«d to on* oncL 
gadvanoicope.* 



about 10 cm. long and 1.6 cm. wide, 
copper wira, about No. 20, B. A 8., 
for amalgamating tha sino. A 



the strong chemical action. A small quantity of water floating for a 
time upon a compamtively large mass of acid is heated to boiling, and 
acid is spattered about by this action. 

1 Eflsentially like that described by Worthington. p. 274. but with 
a coil about 16 cm. in diameter formed by winding 15 turns of cov- 
ered copper wire, about No. 20, upon a hoop of pasteboard. [See 
Fig. XXVI. The base shown in this figure is much heavier than it 
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need be.] The coil should be so wound that 5, 10, or 15 turns may 
be available at will. The coil may be fastened to the base-block by 
means of a strip of brass. A light pointer of glass, wood, or quill 
may be put on the needle at right-angles with the magnetic axis, thus 
obviating the difficulty of reading when the needle points nearly 
toO'. 

The form of galvanoscope which has a coil wound close to the 
needle would do for this exercise, but for the study of the galvano- 
scope itself in Ex. XLIII it is desirable to have a coil like that here 
described. 
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First Part.— Nearly fill the tumbler with the dilate sulphuric 
acid. Put into the tumbler close to one side the small strip of 
zinc clean and unamalgamated, and close to the other side the sim- 
ilar strip of copper, both strips reaching to the bottom and being 
bent at the top so as to clasp the side of the tumbler. Note for 
about a minute what occurs at the surface of each strip, the strips 
being prevented from touching each other. Put the two strips 
into metallic connection, by means of the attached wires, through 
the 15 turns of the galvanoscope. (In this and in all other elec- 
trical exercises of this course take care to have such connections, 
whether made by means of binding-screws, spring-clamps, or 
simple twisting together of wires, give firm metallic contact. 
Again note for a short time what occurs at the surface of each strip. 
Note, too, the behavior of the galvanoscope needle, recordin|^ the 
position in which it comes to rest, tapping the instrument lightly 
in order to make sure that the needle has not through friction 
come to rest in a wrong position. 

Disconnect the zinc strip and plunge into mercury the part 
which has been in the acid. Then, after removing from it any 
loose drops of mercury, replace it in the acid and, before connect- 
ing it with the galvanoscope, note for a short time the behavior of 
' its surface. Then connect it as before, and again note what occiurs 
at the surface of the two strips and what position the galvanoscope 
needle takes, being carefiil to have the two strips as far apart as 
before and immersed to the same depth as before. 

Second Part.— Leave the circuit closed through the galvano- 
scope 10 minutes, recording the position of the needle every 2 
minutes. If then there are visible bubbles on the strips of zinc 
and copper, rub them off without removing the strips from the 
acid, taking care to have no mercury come in contact with copper, 
and then note the position of the needle. Finally remove the 
copper strip from the acid, rub it thoroughly, then put it back into 
the acid and note the defiection of the needle. 

Try the effect of amalgamating the copper as well as the zinc. 
It may be necessary to dip the copper into nitric acid for a mo- 
ment in order to make the mercury act upon it. 

The discussion of Exercise XLI will occupy the next 
three articles. 

306. A molecule (§ 198) of sulphuric acid, we are taught 
by chemists, consists of two aimis of hydrogen (H,), one 
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atom of sulphur (S), and four atoms of oxygen (0 J. The 
symbol showing the composition of the molecule is H,SO^. 
When this molecule comes in contact^ under proper condi- 
tions, with zinc, chemical action takes place, and the two 
atoms of hydrogen are replaced by one atom of zinc (Zn). 
The hydrogen is thus set free as a gas, while the compound 
that remains is ZnSO«, called zinc stilphate, or sulphate of 
zinc, . This change, or reaction, as it is called, may be rep- 
resented briefly by the following equation : 

Zn + H, SO, = H, + ZnSO, 

in which the sign = is equivalent to the word yields. 

If this reaction takes place while a battery is not in use, 
it is evidently wasteful of zinc, which is a rather expensive 
metal. Chemically pure zinc, not in contact with other 
metals, is but little affected by sulphuric acid, but its high 
cost forbids its use in batteries. Impure zinc when amalga- 
mated acts much like chemically pure zinc. 

Copper is, under ordinary circumstances, but little af- 
fected by sulphuric acid. Any action seen at the surface 
of the copper strip in Exercise XLI, even when the circuit 
is closed, is due to hydrogen bubbles, freed by chemical 
action which leaves the copper unaffected. 

Various injurious actions are likely to take place in a 
Daniell's cell when it is left for any long time, over night, 
for instance, in open circuit. Even when the plates are 
taken out, the porous cup may be spoiled by the deposition 
of copper upon it, owing to the presence of metallic parti- 
cles in its wall. The cell should therefore be taken apart 
when not in use. 

306. We have seen in § 303 that the wire leading from 
the copper end of a galvanic battery is charged positively, 
and that leading from the zinc end charged negatively, 
when these two wires are not connected with each other. 
From what we have learned concerning the mutual attrac- 
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tion of positive and negative electricity, and from what is 
said in § 299 about conductors, we can readily understand 
that when these two wires, charged as first described, are 
made to touch or are connected by means of a wire, the two 
charges will mingle, so that the two wires will afterward 
be charged alike, unless the action of the battery is able to 
maintain a certain difference in their condition in spite of 
the metallic connection between them. 

EXPERIMENT 74*. 

Fill the cells of the " crown of cups " (§ 803) with such liquid as is 
used in Exercise XLI, and then connect the terminal wires through 
A resistance of some hundreds of ohms (§ 316). While the circuit is 
still closed in this way connect plate B of the electroscope, arranged 
as in Experiment 78, by means of a wire with a point of the main 
wire near the terminal zinc, and connect the upper plate in the same 
way with a point of the main wire near the terminal copper. Then 
break these connections with the electroscope, and at once lift the 
upper plate and the paper. Do the gold leaves give any evidence of 
electric charge? If so, test, as in § 301, to see whether this charge 
is positive or negative. Repeat the experiment, connecting now the 
plate B with a point near the terminal copper of the battery, and the 
upper plate with a point near the terminal zinc. Test the character 
of any charge that may be left on the electroscope by this arrange- 
ment. 

If these experiments show a permanent difference of 
charge between the tested points of the circuit while they re- 
mained connected by a wire, we shall be led to the conclu- 
sion that the battery maintains a steady flow of electricity 
along the wire connecting its terminals. If we believe 
that there are really two kinds of electricity, the positive 
and the negative, we shall think of this wire as transmit- 
ting all the time a current of positive electricity in one di- 
rection and a current of negative electricity in the other 
direction. It is customary, however, to speak of the posi- 
tive current as the current, and to say that with such a cell 
as that used in Exercise XLI the current flows from cop- 
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per to zinc outside the cell, and from zinc to copper inside 
the cell. 

Faraday called the two solid conductors of a cell elec- 
trodes; that by which the current leaves the cell, the iEra- 
thode, and that by which it returns to the cell, the anode.^ 
The kathode is more commonly called the positive pole, 
and the anode the negative pole of the cell. To the liquids 
of the cell Faraday gave the name electrolytes, by which 
he meant substances dissolved, or rather decomposed, by the 
electric current 

The action of the electric current upon a magnet is 
plainly shown in Exercise XLI, but it need not be discussed 
here, as it is to be made the subject of Exercise XLIII. 

307. The temporary weakening of the current when 
the circuit is closed for a considerable time, and its recov- 
ery when the plates are thoroughly rubbed, is a phenome- 
non that demands serious attention. It is evidently not 
due to an exhaustion of the chemical energy of the battery, 
but rather to the condition that the action of the cell pro- 
duces at the surface of one or both of the metal strips. 

EXPERIMENT 75. 

Fill an ordinary tumbler with such liquid as is used in Exercise 
XLI, and place in it, near to but not touching each other, two pieces 
of sheet lead as large as can be conveniently used. Solder to each 
sheet of lead a piece of copper wire about one-half metre long. 
Connect these wires with the galvanoscope, using all the windings, 
and see whether any effect is produced upon the needle. Free one of 
the lead-cell wires from the galvanoscope and put in its place one wire 
from the two-fluid cell of Exercise XLII. or anymore powerful cell. 
Connect the other wire from this cell with the other lead-cell wire, 
and note the behavior of the needle for two or three minutes. Then 
quickly throw out of the circuit the two-fluid cell and again connect 
the lead-cell alone with the galvanoscope. Does the needle indi- 
cate any current from this cell as now used ? If so, is the current a 

* Anode is from Greek avd (upward), and 686^ (way) ; kathode 
from Kara (downward) and 686s. 
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permauent ooe or does it decrease rapidly while the circuit rensins 
closed ? Consider whether the current which passes through the 
lead-cell as now arranged is in the same direction as that which was 
sent through it by the two-fluid cell. 

Any current which the lead-cell, used alone, may yield is 
due to the peenliar state into which its plates are thrown by 
the action of the current from the two-fluid cell. This state 
is called battery polarization. It does not merely offer 
resistance to the electric current by which it is produced, 
for it tends to send a current backward through the cell, 
and will do so, as the experiments just described make evi- 
dent, when opportunity is given. It was such polarization 
that gradually reduced the strength of the current in Ex- 
ercise XLI. It is a serious disadvantage in many galvanic 
cells, but it is not without its uses, for upon it depends the 
action of all the so-called storage batteries, which within 
the last ten years have come to fill an important place in 
the industrial applications of electricity. It is to be noted 
that the thing stored in such cells is not, according to the 
usual terms of science, electricity, but chemical energy in 
a form peculiarly available for the production of an electric 
current. 

308. EXERCISE XLII. 

TWO-FLUID GALVANIC GELL. 

Apparatus and material : A strong glass tumbler about 10 cm. 
tall and 7 or 8 cm. wide. A cup of unglazed porcelain about 10 
cm. tall and 4 or 6 cm. wide. About half a litre of dilute sul- 
phuric acid, 20 parts in volume of water to 1 part in volume of 
concentrated acid. About half a litre of a saturated solution of 
sulphate of copper. A piece of sine 10 cm. long, 2.6 cm. wide, 
and 0.5 cm. thick, having 60 cm. of covered copper wire, about 
No. 20, B. & 8., soldered to one end. A piece of sheet-copper 10 
cm. square, with a wire like that on the zinc. Mercury for amal- 
gamating the sine.* A galvanoscope like that used in Sz. ZU. 

^ It is well to have enough mercury to fill one of the porous cups 
nearly to the top. A zinc may then be amalgamated in an instant 
by dipping it into the mercury. 
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Put Um sine into Um poroiis cop and than poor in dilate aoid 
until th« cap ia loll to a lerel 2 cm. below itv top. Put the cap 
containing the sine and acid into the tumbler and pofir into Uie 
tumbler mlphate of copper solution ontil this liquid stands as 
high in the tamUer as the acid stands in the porous cup. Then re- 
move the sine from the acid, amalgamate it by dipping it Into the 
mercury, wipe it to remove loose drops of mercory, and then 
weigh it to 0.1 grm. Weigh the copper sheet, well washed, ¥vith 
equal accuracy. Replace the sine in the porous cup and put the 
copper, bent somewhat so as partly to encircle the cup, into the 
sulphate of copper in the tumbler. Put the ceil in circuit 'with 
the 6-tiim section of the galvanoscope. Note the position of the 
needle when it comes to rest, and every five minutes thereafter 
for half an hour. Then disconnect the cell, dry the zinc and cop- 
per without rubbing them and weigh them again. 

This exercise, if properly performed, accomplishes several ob- 
jects : 1. It teaches the construction of one of the most useful two- 
fluid cells, the DanielL 2. It illnstrates the great merit of tvro- 
fluid cells as compared with one-fluid cells, viz., constancy of 
current. (The increase of current which is likely to occur at the 
beginning of the half-hour run is due to the fiict that at first the 
porous cup is not thoroughly wet through by the solutions.) 3. 
It shows, roughly at least, what change in weight, increase or de- 
crease, takes place in the plates during the action. It is evidently 
necessary to guard against rubbing or shaking mercury firom the 
zinc plate between the two weighings. 

The fact that the cell of this exercise gives a stronger current 
than the cell of Ex. ZU is due to the difference in size more than 
to the di£ference in construction. See ZSx. ZLV. 

309. Discussion of Exercise XLU — The chemical action 
in the two-fluid cell of this exercise is somewhat more 
complicated than that in the single- fluid cell of Exercise 
XLI, hut if we consider only the results of the reactions 
they are not difficult to understand. 

Within the porous cnp we have, as in Exercise XLI, 
zinc replacing the hydrogen of sulphuric acid. The hy- 
drogen thus freed does not appear in the form of hubbies, 
but in the outer part of the cell we find that hydrogen is 
replacing the copper of the sulphate of copper, and the 
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copper thus freed is deposited upon the copper plate. It is 
not to be supposed that the identical atoms of hydrogen 
replaced by the zinc find their way to the outer cell, but 
the outcome of the reactions is represented by the following 
equation (See § 305) : 

Zn + H,SO, + OuSO, = ZnSO, + H,SO, + Cu. 

It will be seen from this account that the polarization 
which occurs in Exercise XLI, cannot occur with the two- 
fluid cell of Exercise XLII, the plates of which are not 
changed in chemical condition by the operations that in- 
crease or diminish their weight. 

310. Other Galvanic Cells. — There are many other cells 
in common use. In nearly all of them zinc is employed as 
one of the electrodes (§ 306), and whenever used it is the 
anode. It is usually, but not always, placed in sulphuric 
acid, and from this frees hydrogen. We have, in § 309, 
seen one chemical device for preventing this hydrogen 
from accumulating upon the other electrode. There are 
various other devices, the general plan of which is to render 
the hydrogen harmless by bringing it into combination 
with oxygen. 

One of the most effective oxidizing agents is nitric acid, 
and one of the most powerful galvanic cells, called Bun- 
sen's cell, is that which is formed by replacing the sulphate 
of copper in the Daniell cell (Exercise XLII) with nitric 
acid, and the copper plate by a plate of carbon. This 
carbon is not affected by the chemical action of the cell. 
The choking and corrosive fumes that come from the 
nitric acid make the Bunsen cell objectionable, and it is 
now used but little. 

Another cell is that which may be formed from the 
Bunsen by replacing the nitric acid with a mixture of sul- 
phuric acid and bichromate of potash. This is known as 
the Poggendorff celly and by various other names. It is in 
very common use. 
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Within the last few years a cell has been coming into 
fayor which is like the PoggendorfF cell with this excep- 
tion^ that it employs bichromate of soda instead of bichro- 
mate of potash. It is more enduring in its action than the 
Poggendorff cell, and is likely to replace the latter to a 
great extent. It is called, in some places at least, the 
voUa-pavia cell. 

All the cells jnst described are, when in good condition, 
more powerful than the Daniell cell, but none of them 
equal it in constancy of behavior. 

The Leclanchi cell uses zinc in a solution of sal-ammo- 
niac, and for the kathode a bar of carbon packed in crushed 
carbon mixed with peroxide of manganese. This cell pol- 
arizes rapidly when the circuit is closed, but is very useful 
in furnishing occasional currents of short duration, such as 
are needed for ringing door-bells and sounding alarms. 

311. Electromotive Force. — The power which a galvanic 
cell has of charging one of its terminals positively and the 
other negatively (§ 303), so that a current of electricity will 
flow from one to the other when they are connected by a 
wire, is called its electromotive force. 

For testing the electromotive forces of single cells an in- 
strument similar in principle to the gold-leaf electroscope, 
but more sensitive, may be used. Such an instrument is 
called an electrometer. 

The strength of current which is maintained by any 
galvanic battery depends upon its electromotive force, but 
not upon this alone, as will be seen in connection with 
Exercise XLV. 

The electromotive force of a cell depends upon its chem- 
ical composition and, to some extent, its physical condi- 
tion. The following experiment will serve to show whether 
it depends upon the size of the cell ; 
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EXPERIMENT 76. 
Take one very small Dauiell cell and one very large one. Join 
together the copper terminals of the two cells. Then connect the 
zinc terminal of one cell with one terminal of the galvanoscope and 
the zinc terminal of the other cell with another terminal of the gal- 
vanoscope, thus forming a circuit consisting of the two cells, opposed 
to each other, and the maximum number of galvanoscope windings. 
Is there now evidence of any current through the galvanscope? 
What does the experiment indicate as to the comparative electromo- 
tive force of the two cells. 

The following experimeots will give some idea of the 
electromotive force of various combinations of galvanic 
cells : 

EXPERIMENT 77. 

Take half a dozen similar Daniell cells. Connect the copper of 
one with the zinc of a second, and the copper of the second with the 
copper of a third. Connect Jie zinc of the first cell and the zinc of 
the third with the terminals of the galvanoscope, using all the wind- 
ings. With this ammgement the first and second cells, connected in 
eeriett as the phrase is, and so working in the same direction, are 
opposed by the third cell. Do they prevail over it? 

Try three cells in series leading one way against two cells in series 
leading the other way. 

Join the zinc of one cell to the zinc of a second, and the copper of 
the first cell to the copper of the second. Connect the two coppers 
thus Joined with the copper of a third cell. Connect the zinc of 
this third cell with one of the terminals of the galvanoscope, and 
connect the joined zincs of the first two cells with the other terminal 
of the galvanoscope. The first and second cells are now working 
together, but side by side, rather than, as before, end to end. They 
lire now said to be joined in parallely or in multiple ctrc, or abreast 
They are opposed by the third cell. Do they prevail over it ? 

Try four or five cells joined abreast against a single cell, and note 
the result. 

The ordinary unit of electromotive force is called the 
volty in honor of Volta (§ 296). The electromotive force of 
an ordinary Daniell cell is about l.l volts. If one were to 
test with an electrometer two points near to but on oppo- 
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site sides of a strong arc-Kghi, now a familiar object in 
city streets, the instrument should be about as much af- 
fected as if it were connected with 45 Daniell cells, joined 
like the cells used in § 303; that is, it should indicate that 
an electromotive force of about 50 volts was employed in 
maintaining the current through the lamp in question. 

312. EXERCISE XLIII. 

ACTION OF CURRENTS ON MAGNETS: OALVANOSCOPE. 
[Worthinp^ton, Ezp. 1, p. 875 ; Exp. 2, p. 276.] 

Appantiu : TIm galTanoscope and the two-fluid cell > used in tlie 
preceding ezpeximent. A copper wire, about No. 20, 2 or 3 
metres long. A unall compass for " tracing lines of force^" as in 
Eac XL. (The compass of the galvanoscope may be removable 
from its place on thatinstmment and so available for this purpose.) 

FIBST PABT.— Connect the long wire in circuit with the cell, 
and then bend all the wire of the circuit into a square, with the 
cell at one of the comers. Place this square so that two aides 
will run east and west and two sides north and south. Call the 
side through which the current, on its way from the copper to the 
sine, flows east, E, that in which it flows west, W, etc. Place 
the compass Just over the middle of side E and note the general 
dfrection in which the north-seeking end of the needle points. 
Then place it Just beneath the middle of S and again note the 
general dfrection in which the needle points. Do the same with 
each of the sides W, N, and S. 

When the needle is near the middle of any one side of the 
square, it is affected somewhat, but not seriously, by the other 
sides. 

The dfrection of pointing will in every case show the resultant 
of the earth's action and of the current's action upon the needle. 
The student should study the indications of the various cases and 
endeavor to make out one general rule covering the behavior of 
the needle in all of them. 

SBOOND Part.— Put the cell in circuit with the 16 turns of the 
galvanoscope and place the latter so that the plane of its circle 

^ [This cell is not always powerful enough to give eDtirely satisfac- 
tory results in this Exercise. Two such cells joined abrMsi (§ 811, 
Experiment 77) will serve better.] 
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shall be east and west, and the current shall flow from east to 
west on the top of the circle. Place the compass 10 cm. south of 
the centre of the circle and record the direction of pointing of the 
needle. Move the compass north four stages of 6 cm. each, re- 
cording the direction of the needle at each stopping-place. [If 
the cell used is very powerful, somewhat greater distances than 
those mentioned in the last two sentences may be used.] Then 
place the centre of the compass inside the circle, close to the east- 
em side, and note the direction of the needle. Place the compass 
in turn north, east, and south of this part of the circle and all the 
time close to it, recording the direction of the needle in each posi- 
tion. Make similar observations about the western side of the 
circle. 

Reverse the current in the galvanoscope by changing the con- 
nections with the cell, and then repeat all the operations described 
in the preceding paragraph. 

The observations in the second part of this exercise can best be 
recorded in diagrams in the note-book. Nothing of the galvano- 
scope need appear in this diagram except two lines representing 
the sections of the east and west sides made by a horizontal plane 
passing through the centre of the circle. The student should 
compare these diagrams with those obtained in Eac XIj with two 
magnets placed parallel 

313. Discussion of Exercise XLIII. — ^From the teachings 
of this Exercise the student should fill out the following 
rule : 

To a person looking along a conductor in the direction 
which the positive current (§ 306) follows, the lines offeree 
due to the current run around the conductor in a direction 
the same as (?) opposite to (?) that which the tip of a watch- 
hand follotos around the dial. 

314. Definition and Measurement of Current Strength. — 
It is customary in the study of pure physics to define the 
strength of an electric current by reference to the force 
which a certain length of the conductor transmitting it 
exerts upon a magnetic pole of a certain strength at a cer- 
tain distance. A current which exerts ?* times as great a 
magnetic force as a second current, the conditions being 
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the same for both, is said to be n times as strong as the 
second. On this basis currents are measured by means of 
the gaivanomeUr, an instrament similar to the galvano- 
scope of the preceding Exercises, but more carefully made. 

If several currents, measured in this way, are sent for 
the same length of time through similar solutions of chemi- 
cal compounds, each current will produce an amount of 
chemical change (see §§ 305 and 309) propoiiiional to its 
strength as measured by the galvanometer. Hence it has 
come about that currents are frequently measured by the 
rate at which they effect chemical changes of certain kinds. 

An extended discussion of the measurement of electric 
currents by their magnetic action is beyond the scope of 
this book, and it seems best for our purpose to define the 
unit strength of current by reference to chemical action.* 
The ordinary commercial current of unit strength is called 
the ampere, in honor of a French investigator (§ 296), and 
may be defined as a current of such strength as to free from 
its chemical comMncUions .0003296 gram of copper, or 
.0003392 gram of zinc in one second. 

The proper strength of current for an arc-lamp is about 
10 amperes. 

Problem. Estimate as well as you can the strength of 
current passing through the Daniell cell during the half- 
hour test of Exercise XLII. 

315. EXERCISE XLIV. 

ELECTRICAL RESISTANCE OF WIRES. 

Apparatus : A two-fluid cell, Uke the one used in Bac TTiTT, and a 
galvanoscope. A current revemer, or ^ commutator." * Uncovered 

» See Ayrton's Practical EUctricUy, § 6. 

* See Fig. 165, p. 286, in Worthington, but make four holes, one 
at each corner of a square, and connect each hole with a separate 
biuding-screw or spring-clamp. Two detached stout copper wires, 
amalgamated at the ends, are bent so as to connect any hole with 
either of the two adjoining holes. When the wires from a cell are 
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Cknaan liiTer wire, 4.2 m. of No. 30, B. A S., and 2.1 m. of No. 28. 
Covered oopper wire, 20.6 m. of No. 30. A rack* for holding the 
wires. An *^ Bnglish " binding-post. 

First Pabt- — Ck>nnect by means of a short copper wire the 
two binding-posts which stand alone on one upright, thus uniting 
the two pieces of O. S. wire 
which are attached to these 
binding-posts. Put this wire in 
continuous circuit with the gal- 
vanic cell and the 16 turns of 
the galvanoscope, inserting the 
commutator in such a way that 
it will be easy to reverse 
the direction of the current ^'« ^^^"• 

through the galvanoscope [See Fig. XXVm.] (The porous cup 
of the cell should be filled with acid several minutes before it 
is placed in the sulphate of copper in order that the cup may be- 
come wet through b^ore the measurements begin. See Bz. 
YIiTT.) The current will now be flowing through 2 m. of the G. S. 
wire. Record the reading of the compass needle ; then, by means 
of the conmiutator, reverse the current through the galvanoscope 

fastened into two diagonally opposite binding-screws and the two 
wires leading to a galvanoscope are held in the two other binding- 
screws, the two bent copper connectors may evidently be used to 
send the current from tbe battery iu either direction at will through 
the galvanoscope. [See Fig. XXVII.] 

* Take a pine plank 1 m. long, about 10 cm. wide, and about 
4 cm. thick. To each end of one edge fasten a piece of wood about 
25 cm. long, 8 cm. wide, and 1 cm. thick, in such a way that these 
strips will be vertical when the plank lies broadside down on a table. 
Connect the tops of these uprights by means of a meter-rod screwed 
to them, with ite marks vertical. [See Fig. XXVIII.] In one upright 
fasten two small binding-posts on the same level and about 1.5 cm. 
apart. In the other upright at the same level fasten a corresponding 
pair of binding-posts, and above these, at intervals of 5 cm., place two 
more pairs. Connect the inner binding-post on that upright which 
carries only one pair with tbe corresponding inner binding-post on the 
other upright \j means of a No. SO German-silver wire, soldered or 
otherwise fastened to the boie of each post Connect the two outer 
binding-posts by means of a similar wire led around the outer edge of 
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and again record the reading. Remove 
the short copper wire which connects 
the two pieces of O. S. wire and by 
means of the "Bnglish" binding-post 
connect the same two wires in such a 
place that the cnrrent will now pasa 
through 180 cm. of G. S. wire. [See 
Fig. XZVm.] Read, reverse, and read 
again as before. Then go through the 
same operation with 160, 140, 120, lOO, 
80, and 60 cm. in turn of the O. S. wire. 
Finally put in 2 m. again and take read- 
ings to make sure that the power of the 
battery has not changed since the begin- 
ning of the measurements. 

The mean of two deflections, read be- 
fore and after a reversal, is to be taken 
as the true deflection. For instance, 
suppose the north-seeking end of the 
needle to have come to rest 40° east of 
north before reversal, and 38'* west of 

each upright. From one binding-post of 
another pair lead a No. 80 Gkrman-silver 
wire around both uprights to the other 
binding-post of the same pair. Connect in 
the same way another pair of binding-posts 
by means of No. 28 Gterman-silver wire, 
lilnally, beginning at one binding-post of 
the last pair with No. 80 covered copper 
wire, lead this wire ten complete circuits 
about the uprights and end at the other 
binding-post of the pair. In this winding 
of the copper wire, and in its subsequent 
use, it will be necessary to use soiue care 
in order to prevent short circuiting [leak- 
ing across] when the turns of the wire 
touch each other. 

All the wires should be #drawn rather 
tight, and the binding-posts should be 
made fast in their places.'' 
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north after rwanaL The mean, 39% will be called the true 
deflection. This method makes it unnecessary to determine 
accurately the position of the needle without current. 

These measurements will indicate in a very general way the 
dependence of resistance upon length of wire; but the exact 
law cannot be deduced from them, and it should be stated to the 
student. These measurements are of use, however, in connection 
with the following parts of the exercise. 

Second Pabt.— Take out from the circuit the No. 30 O. S. 
wire and insert in its place the 2 m. of No. 28 G. S. wire. Read, 
reverse, and read again. 

Compare the deflection with those obtained with the various 
lengths of No. 30 wire, and estimate what length of the latter 
would be equivalent in resistance to the 2 m. of No. 28 wire. 
Then, taking the area of cross-section of No. 28 as 1.69 times' that 
of No. 30, find the relation between cross-section and resistance. 

Thibd Pabt.— Put the two pieces of No. 30 O. S. wire that 
have been already used, united as before, into the circuit in *< mul- 
tiple arc" with the other 2 m. of [No. 30] G. S. wire, that is, in 
such a way that one part of the current will go through one 2- 
meter wire and the other part through the other 2-meter wire. 
Read, reverse, and read again. 

Estimate what length of No. 30 wire, used as in the first part 
of this exercise, has a resistance equal to that of the two 2-meter 
pieces of No. 30 wire used here. 

Fourth Part. — Find, by methods already sufficiently indi- 
cated, what length of No. 30 G. S. wire is equivalent in resistance 
to the 20 m. of No. 30 copper wire. 

Other parts of the circuit than the coils of the galvanoscope may 
perceptibly aflfect the needle if the wires are carelessly placed. 
They should not be unnecessarily near the galvanoscope, and the 
wires leading to and from this instrument should lie close 
together. 

If it is found necessary to divide this Exercise between two 
dayi^ the student should on the second day repeat some of the 
previous measurements, in order to make sure that the cell has 
the same power as on the first day. 

\} It is better to meoiure the wires used with an accurate micro, 
meter gauge and then calculate the ratio of the areas of cross- 
section.] 
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816. Unit of Eetiitanee; Besistance Coilfl.— Electrical 
resistance has already been discassed^ very briefly^ in § 299. 
The ordinary unit of resistance is called the ohm, in honor 
of the investigator Ohm, who first made out clearly the 
relation between electromotive force, resistance of circuit, 
and strength of current. The so-called legtd ohm is a re- 
sistance equal to that of a column of pure mercury 106 cm. 
in length and 1 sq. mm. in area of cross-sectiou, at O'' C. 
It would take about 45 metres of good copper wire 1 sq, 
mm. in area of crossHsection to furnish a resistance of one 
ohm. 

It is frequently necessary in electrical work to introduce 
resistance into a circuit, and so-called resistance-coils are 
part of the ordinary equipment of a physical laboratory. 
They consist of spools upon which are wound pieces of 
silk-covered or cotton-covered wire, long or short, thick or 
thin, according to the particular service each coil has to 
perform. To avoid magnetic action from these coils the 
wire is wound upon them in such a way that half the turns 
carry a current in one direction and half in the other direc- 
tion. This can be easily done if the wire is doubled before 
it is wound on the spool. German silver is very commonly 
used in the construction of such coils, on account of its 
high resistance (among metals) and the fact that its tem- 
perature must be raised about 23 degrees Centigrade to in- 
crease its resistance one per cent of itself, whereas the 
resistance of most common metals is increased one per 
cent of itself by a rise of about three degrees Centigrade. 

317. Ohm's Law.— Ohm showed that, other things re- 
maining equal, the current through a given conductor is 
proportional to the electromotive force which is applied to 
the conductor. In other words, if E stands for the elec- 
tromotive force (§311) driving a current C (§314) through 
a given conductor, the ratio E -r-C is a constant quantity 
for that conductor, so long as its physical condition remains 
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unchanged. This ratio was taken by Ohm, and has been 
taken generally since his time, as the numerical measure 
of the conductor's resistatice. The numerical relations of 
the three quantities L, Cy and Ry may be expressed by the 
equation, 

which, with its other forms, 

C=^,and^ = 5xC; 

is called Ohm^s Law. 

Example. If a battery having an electromotive force of 
5 volts is placed in a circuit the total resistance of which is 
100 ohms, the strength of current will be 5 -5-100 (=^) 
ampere. 

318. EXERCISE XLV. 

BATTERY RESISTANCE: COMBINATIONS OF BATTERIES. 

ApparatoB : Two two-fluid cellB like those used in the preced- 
ing exercises. A strip of sheet zinc, amalgamated, 10 cm. long 
and 0.6 cm. wide, and a copper strip of similar dimensions, each 
provided with a copper wire like those on the large zinc and 
copper. The galvanoscope, the resistance-rack and the com- 
mutator already described. 

FIRST FABT. — Set up one cell with the large zinc and copper 
and the other cell with the small zinc and copper, making the 
liquids equally deep in both cells, taking care, as before, that 
the porous cups are wet through by the solutions before any 
measurements are made. Put the large-plate cell in circuit with 
the 6-tum section of the galvanoscope, inserting the commutator 
as in the preceding exercise. Set the plates as fisr apart as is 
practicable in the cell, then read, reverse and read again. (It 
should be understood hereafter that the direction to read means 
to take two readings, reversing between them.) 

Take the large-plate cell out of the circuit and put in its place 
the narrow-strip ceU. Fut the strips as fieur apart as the plates 
of the other cell were, then read. Fut them as near together as 
possible and then read. 
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Steeptng the naxrow-ttrip cell, put into the circuit 2^ m. of 
No. 30 O. 8. wire and the whole 16 tunui of the galvanoscope. 
Repeat with this arrangement the operations Juat performed 
with the same celL Then replace this cell by the large-plate 
cell ; put, as b^ore, the plates as far apart as possible, then read. 

Comparing the various readings which .have been made, de- 
termine whether the current is, when the external resistance is 
added, more or less sensitive to changes in sise and position of 
the plates than when this resistance is not in use. 

SECOND PABT.— Replace the narrow strips of zinc and copper 
in their cell by full-sised plates. Join together the wires leading 
from the coppers of the two cells. Join also those leading from 
the sines of the two cells. Insert the two cells thus arranged 
in the circuit as a single cell, and, retaining the 2 meters of Q. 8. 
wire and the 16 turns of the galvanoscope, note the deflection 
obtained. Then Join the copper of one cell to the zinc of the 
other cell by means of their wires, and connect the other two 
wires in the circuit as the wfres from a single cell would be con- 
nected. Other things being unchanged, note the deflection pro- 
duced by this arrangement. 

Take out the G. S. resistance, connect again with 6 turns 
only of the galvanoscope coil, and with this arrangement repeat 
both the two-cell experiments which have Just been described. 
Study the results of all the tests with two cells with the purpose 
of determining, in a general way, under what conditions it is 
better to Join the zincs together and the coppers together, and 
under what conditions it is better to Join the zino of one cell to 
the copper of the next. 

319. DisciUNsioii of Exercise XLY. — So many elements 
are involved in the experiments of this Exercise that con- 
siderable care is necessary in drawing conclusions from it. 
The experiments of § 311 showed that the electromotive 
force of a battery increases with increase of the number of 
cells, provided these are joined in series, but that the com- 
bination of several cells abreast has an electromotive force 
little if any greater than that of a single cell. The fact 
is that, when tests are made with open circuit by means of 
an electrometer, the electromotive force of n cells in series 
is found to be just n times as great as that of one cell 
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alone^ while the electromotive force of n cells joined 
abreast is jast equal to tnat of one cell used alone. The 
electromotive force of cells in operation, that is, sending a 
current through a closed circuit, is not always the same as 
that of the same cells in open circuit, but the differences 
will not affect the results of our reasoning on the observa- 
tions of this exercise. 

Let us see what help Ohm's law (§ 317) will give with 
these observations, it being assumed that the E of that law 
is equal to i?« + -B^ , Re being the resistance of the circuit 
external to the battery, and Rf, the resistance of the battery 
itself (frequently called the internal resistance), so that we 
may write the law thus, 

C ^ 



Re+Rt' 



Observe that if R^ is very large in comparison with R^, , 
one hundred times as Jarge, for instance, doubling or 
trebling, Rf, will make but little difference in the value of 
C, But if Re is not large compared with R^,, doubling or 
trebling the latter will make a great difference in the value 
of C. This suggestion will be found useful in discussing 
the First Fart of the exercise. 

For the Second Fart it should be noted that, according 
to Ohm's law, the change from two cells abreast to the 
same number in series should, by doubling E, double C 
also, if the resistance remains unchanged. One part of 
the resistance, the Re, does remain unchanged, and if we 
find that C is increased less, proportionally, than E, we 
conclude that i?^ must be greater when the two cells are 
in series than when they are abreast. 

Further experiments with more accurate apparatus 
would show that the resistance of n cells in series is n 
times as great a^ that of one cell used alone, and that thQ 



364 PHYBICB. 

resistance of n cells joined abreast is only - as great as 

that of one cell alone.' (Compare this rule with that 
for wires joined in series or joined abreast^ as in Exercise 
XLIV.) 

When one has a given number of similar cells to be ar- 
ranged at will for the purpose of sending the maximum 
current through a certain known external resistance, the 
proper rule to follow (of which no proof will be here given) 
is the following : Join the cells in such a way as to make 
the resistance of the battery equal, as nearly as may be, to 
the resistance of the external part of the circuit. 

This rule will sometimes require all the cells to be ar- 
ranged in series^ which will make the battery resistance a 
maximum, but it must not be supposed that this arrange- 
ment is adopted for the sake of making the battery resist- 
ance large. It is adopted for the sake of making the 
electro-motive force large and in spite of the fact that it 
makes the battery resistance large. 

To illustrate the working of the rule let us suppose that 
we have to arrange 12 cells, each having an electromotive 
force of 1 volt and a resistance of 1 ohm, in such a way as 
to send the strongest current through an external resistance 
of 3 ohms. 

With the cells all in line we have 

n E 12 4, , 

^=:R:+^ = 3Tr2 = 5(*"^p^^^>- 

With the cells 2 abreast and 6 in series, 

C = ^-~ = 1 (ampere). 

' It is to be noted, however, that the resistance of a cell is some- 
what variable, being dependent upon the strength of current and 
certain other conditions. 
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With 3 abreast and 4 in series. 

With 4 abreast and 3 in series. 

With 6 abreast and 2 in series. 

With all the cells abreast, 

320. EXERCISE XLVI. 

ELECTROMAGNET ISM. 

Iiet the student make and describe carefully a very simple 
sounder and key by which telegraphic signals may be made by 
means of the current furnished by one of the cells used in the 
preceding experiments, no resistance being used except that of 
the battery and instruments. 

Materials suggested: An ordinary carriage-bolt about 7 cm. 
long and 0.7 cm. thick to be used as the core of the electromag- 
net ; a soft iron nut to be attracted by the magnet ; sheet spring- 
brass about 0.6 mm. thick; well covered copper wire, No. 30; a 
block of wood about 3 cm. thick 16 cm. wide and 20 cm. long; 
round-headed screws for binding-posts ; cement of bees-wax and 
and rosin, etc. 

The student should find out for himself how much wire is 
necessary for his electromagnet. He should wind the wire upon 
the core from a spool, and instead of cutting the wire whenever 
he wishes to make a trial he need merely scrape the covering oflf 
for a distance of about 1 cm< Care must be taken to prevent 
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short-circuitiiig from such breaks in the coTering. It is "wreU 
to draw the wire through melted paraffine before beginning to 
wind it. 



Questions and Problems on Chapters XV and XVI. 

1) The influence of the earth's magnetism upon a mag- 
netic needle is merely directive. Show why it is so. 

2) How can the intensity of various portions of the 
magnetic field be roughly estimated from the behavior of 
the compass-needle ? 

3) Draw diagrams illustrating the lines of magnetic 
force in the neighborhood of, 1st, a magnet with north pole 
pointing north, 2d, a magnet with north pole pointing 
south; and explain the difference between the diagrams. 

4) If the magnets used in Exercise XL were of unequal 
strength, how could the relative intensity of their fields be 
approximately ascertained by use of a compass placed be- 
tween them ? 

5) What proofs are there that the condition of a wire 
closing the circuit of a galvanic cell is different from that 
of the same wire not connected with a cell. 

6) Explain why battery ''polarization" weakens the cur- 
rent from the battery. 

7) What do you, from your own experience, conclude to 
be the advantage of, 1st, amalgamating the zinc in a galvanic 
cell? 2d, using two fluids separated by a porous partition ? 

8) What effect will "short circuiting," that is, connect- 
ing the terminals by means of a conductor of very small 
resistance, produce on the consumption of zinc and of 
copper in the Daniell cell ? 

9) How strong a current will be required to cause the 
copper cylinder in a Daniell cell to gain 5 gm. per hour? 

10) Describe carefully and fully some galvanic cell that 
you have us^d. 
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11) Name the ordinary nnit of electromotive force. 
Name the ordinary nnit of electric current. Name the 
ordinary unit of electric resistance. State the relation 
which exists between electromotive force^ current^ and 
resistance. 

12) If you had two galvanic cells which in "short cir- 
cuit/' that is^ with very small outside resistance, gave equal 
currents, could you safely assume them to have equal elec- 
tromotive forces ? If not, how could you decide the matter 
by experiment ? 

13) If the electromotive force of a certain battery is 2 
volts, its resistance 4 ohms, and the external resistance of 
the circuit 6 ohms, what is the strength of the current? 
Name the unit in which the current is measured. 

14) If a wire offers a resistance of 40 ohms, what current 
can be sent through it by 6 galvanic cells arranged 2 abreast 
and 3 in series, the internal resistance of each cell being 
3 ohms, and its electromotive force 1.1 volts? 

15) Make a diagram of an electric circuit including two 
cells, a galvanometer, and a resistance wire, with a commu- 
tator for reversing the current through the galvanometer, 
the cells being arranged for a amail external resistance. 

16) Make a diagram of an electric circuit including four 
cells, a galvanoscope, and a resistance wire, marking the 
positive and negative pole of each cell and arranging the 
cells in the best manner for a large external resistance. 
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APPENDIX I. 

THE HETBIO SYSTEM. 

The metric system of weights and measures derives its 
name from its fundamental unit the 9neter, This was in- 
tended to be just one ten-millionth of a quadrant of the 
earth's meridian, in the longitude of Paris. It is probably 
not exactly a ten-millionth of the quadrant of that me- 
ridian, but is perhaps more nearly a ten-millionth of the 
quadrant of the meridian of New York City.* 

The metric units most employed in physics are the fol- 
lowing ones, with their multiples and subdiyisions : 

The meter, measure of length. 
^^ square meter, measure of area. 
" cubic ^* " ** Tolume. 

" gram *' *^ weight. 

Multiples of these units have been given a series of names 
by the use of prefixes derived from Greek numerals, as fol- 
lows: 

Deca, meaning 10. 
Hecto, '' 100. 

Kilo, « 1000. 

Myria " 10,000. 

♦ See article Metric System in Johnson's Cyclopaedia. 
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SubdivisionB of units are named by the nse of Latin pre- 
fixes as follows : 

Deci, meaning •^. 
Centi, '' T^. 

Applying these prefixes to form a table of linear meas- 
ures derived from the meter^ the table would read: 

10 meters = 1 decameter. 

10 decameters or 100 meters = 1 hectometer. 

10 hectometers^ or 100 decameters, or 

1000 meters = 1 kilometer. 
•^ meter = 1 decimeter. 

1^ decimeter or yf^^ meter = 1 centimeter. 

^ centimeter, or yf^^ decimeter, or 

Y^ meter = 1 millimeter. 

Corresponding tables may be constructed for square 
meters, for cubic meters, and for grams. 

The abbreviations for names of metric units most used 
in this book are: 

m. = meter, 
cm. = centimeter, 
mm. = millimeter, 
gm. = gram, 
kgm. = kilogram. 

Some of the metric units have more than one name. 
For instance, the cubic decimeter is frequently called a 
liter, especially when the substance measured is a fiuid. 

All the other units of the metric system are derived from 
the linear meter. Of course the square meter is a square, 
one meter on a side, and the cubic meter a cube, one meter 
on an edge. The gram wjw intended to be, and is very 



nearly, the weight of a cubic centimeter of water at 4° C* 
It is convenient to remember that a cubic decimeter, or 
Uter, of water, under standard conditions, weighs a kilo- 
gram. 

Beduction of English units to the corresponding French 
ones, and the reverse, can be performed most rapidly by 
reference to tables of equivalents, such as Craig's Decimal 
System (Van Nostrand, N. Y.). A few of the more impor- 
tant equivalents are given here: 

1 meter = 1.0936 yards. 
1 " = 3.2809 feet. 
1 " = 39.3705 inches. 
1 kilometer = 0.6214 mile. 

1 gram = 15.4323 grains = 0.0353 ounce. 
1 kilogram = 2.2046 pounds avoirdupois. 

1 yard = 0.9144 meter. 
1 foot = 0.3048 " 
1 inch = 0.2540 " 
1 mile = 1.6093 kilometers. 
1 pound avoirdupois = 0.4536 kilogram. 
1 ounce == 28.35 grams. 

The following are approximate equivalents : 

1 decimeter = 4 inches. 
1 meter = 1.1 yards. 
1 kilometer = | of a mile. 
1 kilogram = 2^ pounds. 

♦ 4° C. Is approximately the temperature of the maximum den- 
sity of water. Distilled water is understood, and the weighing is 
supposed to be made in a vacuum, at sea-level, and in the latitude of 
Paris. 
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TALUE IK MILLIMETERS OF BROWK 4; SHARPE WIRE- 
GAUOE NUMBERS. 



Number. ^^^^ 

1 7.848 

2 6.644 

8 6.827 

4 6.189 

6 4.621 

6... 4.116 

7 8.666 

8 8.264 

9 2.906 

10 2.682 

11 2.806 

12 2.068 

18 1.828 

14 1.628 

16 1.469 

16 1.291 



Number. ^'^^"^ 

mm. 

17 1.150 

18 1.034 

19 0.912 

20 0.812 

21 0.728 

22 0.644 

28 0.578 

24 0.511 

25 0.455 

26 0.405 

27.... 0.861 

28 0.821 

29 0.286 

80 0.255 

81 0.227 

82 O.a02 



APPENDIX in. 

FUNDAMENTAL AND DERIVED UNITS: 
THE C. G. S. SYSTEM OF UNITS. 

The C. G. S. system of units, to which occasional refer- 
ence is made in this book, takes the cenfimeter as the unit 
oi distance^ the gram as the unit of mass, the second as the 
unit of time, and upon these three bases the definitions of 
all other units needed for the measurement of purely phys- 
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ical qnantities. The first three are called fundamental 
nnits^ the others derived units. 

One of the simplest derived units is that of velocity. 
The unit velocity is that of a body moving at the rate of 
the unit distance, the centimeter, in the unit time, the 
second. For this unit there is no one-word name. 

A somewhat more complex derived unit is that of force. 
The unit force, in the C. G. S. system, is that force which, 
acting for the unit time, the second, upon the unit mass, 
the gram, imparts to it unit velocity. To this particular 
unit the name dyne is given (see § 112). 

It would be possible to state how other units, the volt 
and the ohm, for instance, are based upon the fundamental 
units, but the demonstration would in some cases be diffi- 
cult for the users of this book to follow. 

Sound and light, as forms of motion and energy, are to 
be described completely in terms of the fundamental units, 
but the impressions made upon our senses by sound and 
light are not to be described or measured in terms of the 
fundamental units. 

Temperature is not commonly measured in terms of the 
fundamental units, although it is possible so to measure it. 

As the fundamental units of the C. G. S. system are quite 
independent of the attraction of our earth, this system is 
applicable to the physics of the heavenly bodies, in fact to 
matter wherever it may be found. Hence it is called the 
absolute system of units. Other systems can be made 
equally " absolute^^ by avoiding gravitation units of force 
(see §§ 4 and 112). 

The C. G. S. system, although borrowing two of its three 
fundamental units from the French, was first adopted, as a 
system, by the British Association for the Advancement of 
Science. 
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APPENDIX IV. 

TABLE OF PHYSICAL CONSTAlTrS. 



Name. 





(X 


> 


a?::::::: 


4100 
8000 
6100 
(100 
. to 


Iron 

Lead 


Platinum 

Silver 

Tin 


1 


800 
8100 
8100 
200 
to 
410 
200 
to 
610 

1200 


Zinc 


Brass: 
(cast) 



(hard-drawn) 
Steel: 
(cast) 



(wire) 

Glass: 
(crown) 

(flint) 



;4100 

to 
'0200 



I- 

(10200 
(10200 
\ to 
(20400 

(800 
\ to 
(600 



I 



is 



8.0 
19.8 

7.8 

11.8 

21.6 
10.5 

7.2 

7.0 

8.8 
8.6 

7.8+ 
7.9? 



8.6- 



5^ 



I 



.000051 
.000044 
.000086 

.000088 

.000027 
.000058 

.000069 



.000088 

.00005+ 
.000057 

.000034 
.000037 

.000025 
.000025 









.093 
,032 
113 



.082 
.056 

.055 



.094- 
.09+ 

.12 

.12? 

,19 
.19? 



o 



1100 
1100 
1600? 

830 

1900? 
1000 

230 



420 

900? 

1400? 

4O0 






11 



30? 

85? 

5.6 

27 
21 

14 



1500 



1500 



lOOO 



P 

£^ 

1^ 
J» 

1.07 
1.36 
6.4 

12.8 

6.4 
1.0 

7.1 



3.55 

6.4 

to 

8.2 



Very 

Urge 

Very 
lange 
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APPENDIX V. 

VAPOR-PBBSSURES AT VARIOUS TEMPERATURES EXPRESSED 
IK MEGADYNBS* PER SQUARE CEKTIMETER. 



Temperature 
Centisrrade. 


Alcohol. 


Bisulphide 
of Carbon. 


Ether. 


Mercury. 


Water. 


0° 


.017 


.17 


.25 


.0000 


.006 


10° 


.032 


.27 


.88 


.0000 


.012 


20^* 


•059 


.40 


.58 


.0000 


.028 


80° 


.10+ 


.58 


.85 


.0000 


.042 


40° 


.18^ 


.82 


1.2 


.0000 


.078 


50° 


.29 


1.14 


1.7 


.0000 


.128 


60° 


.47 


1.6 


2.8 


.0001 


.198 


70° 


.72 


2.1 


8.1 


•0001 


.810 


80° 


1.08 


2.7 


4.0 


.0002 


.472 


90° 


1.6 


8.5 


5.2 


.0004 


.701 


100° 


2.8 


4.4 


6.6 


.0006 


1.014 


110° 


8.2 


5.5 


8.8 


.0010 


1.44 


150° 


9.8 


12. 




.0045 


4.8 


190° 








.018 


12.6 



♦ The megadyne is 1,000,000 dynes. To find the pressure in cen- 
timeters of mercury column multiply the pressure in megadynes per 
square centimeters by 75. 
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INDICES OF REFRACTION OP VARIOUS SUBSTANCES AS 
COMPARED WITH A VACUUM (SEE § 254). 



Agate. 1.540 

Canada balsam 1.58 

Diamond 2.5 

Fluorspar 1.484 

Glass (ordinary crown). 1.58 

" ( *• flint)... 1.61* 

Ice 1.81 

Quartz 1.544 

Rocksalt 1.544 



Selenium (crystals) .... 2.98 

Alcohol 1.86 

Petroleum (heavy) 1.45 

(light) 1.4+ 

Water 1.883 



Nitrogen l.< 

Oxygen 1.000271 



* The dispersive power (§ 272) of flint glass is nearly twice as great 
as that of crown glass. 
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THE USE OF THE PORTE-LUMIBRE AND 
THE SOLAR LANTERN. 

Whenever a beam of sunlight is to be introduced into 
the room the porte-lumi^re is the most convenient means 
of obtaining such a beam. The use of this instrument 
when employed alone or as a part of the solar lantern (a 
modification of the magic lantern^ using sunlight for the 
illumination) is described in several elementary books^ one 
of the best of which is Dolbear^s Art of Projection (Lee & 
Shepard, Boston, $1.65). 

The form of instrument made by A. P. Gage is shown 
in Fig. 92, § 231. Directions for making a simple form of 
porte-lumi6re will be found in Prof. Dolbear^s book above 
mentioned, or in Mayer and Barnard^s Light (D. Apple- 
ton & Co., N. Y., $li)0). The instrument should be set in 
a southerly window, if possible; if that cannot be secured, 
it should be placed where the sun will strike it during the 
portion of the day when the physics class is at work. 

Provision should be made for darkening all of the win- 
dows of the room in which the porte-lumi6re is to be used. 
This may conveniently be done by the use of black enam- 
elled cloth curtains, hung on any convenient fixtures. Re- 
move a pane from the lower part of the window that is to 
be used, and put in its place a piece of board, well painted 
to prevent warping. Fasten to this board a box about 8 or 
10 inches square at its junction with the board, and pro- 
jecting out-of-doors far enough to bring the mirror, when 
attached, clear of the shadow of the wall of the building, as 
it surrounds the window. The outer end of the box should 
be covered with a moderately thick piece of board; the 
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inner is to be left uncovered. In the outer end of the box 
cut a hole 7i inches in diameter^ and cut four sockets to 
receive the ears A, H, (7, and Z>, shown in Fig. 6a. 
Screw the larger of the concentric plates to the inside sur- 
face of the outer end of the box. 

Rotating the mirror by the use of the handles near A 
and Cy and adjusting its angle of inclination to the plane of 
the rotating plate will enable the experimenter to maintain 
a horizontal beam of sunlight in the laboratory at will. 

To project the image of a picture on an ordinary lantern- 
slide or any small object^ on a screen or white wall^ fasten a 
slide-holder to the inner of the concentric plates by means 
of thumbscrews provided for the purpose, and insert the 
slide or other object. Then stand a mounted, double-con- 
vex lens* horizontally in front of the object, between it and 
the white wall or screen on which the image is to be pro- 
jected. Shift the position of the lens until a sharp image is 
obtained. 

To show convection-currents in air, hold a lighted candle 
in the cone of light which extends from the focus of the 
lens to the screen. 

To show the action of dilute acid upon the zinc in a 
simple voltaic element, nearly fill with the diluted acid a 
tank formed by clamping together two pieces of thick plate- 
glass, with a piece of rubber tubing, bent into a U -shape 
interposed between them. 

Insert in the liquid a slender strip of zinc and a piece of 
stout copper wire, place the tank in or against the plate- 
holder of the porte-lumeire, focus the lens, as already de- 
scribed, and note the effect of joining and of separating the 
free ends of the zinc and copper. 

* If the distance from object to screen is less than 30 feet, a lens of 
about 8-inch focus is to be used ; if more than 30 feet, one of about 
13-inch focus. The diameter of the lens should be 6 inches or more. 
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To show the electrolysis of water^ submerge two platinum 
electrodes in dilute sulphuric acid in the tank and pass a 
powerful current through them. 

Diagrams copied from the graphical record of experi- 
ments, the trace of the tuning-fork and the pendulum on 
smoked glass, as obtained in Exercise XXXI, and many sim- 
ilar things may be projected by means of the solar lantern. 
Such diagrams may be drawn on ordinary glass with thick 
india-ink, to which a very little caustic soda has been added, 
or drawn with a pencil on ground glass, which is afterwards 
made transparent by varnishing with damar yarnish or with 
Canada balsam thinned with chloroform. Smoked-glass 
tracings may be rendered permanent by holding the smoked 
side for a few moments in the vapor which rises from alco- 
hol poured into a heated saucer, and then flowing the 
smoked surface with thin alcohol-varnish or turpentine- 
varnish. 

A great number of other modes in which the lantern may 
be made useful for class-room illustration will be found de- 
scribed in Professor Dolbear*s-4W ofProjectiony above men- 
tioned. 
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FOCAL LENGTH, ETC., OF LEKSES AKD COMBIKATIOKS OF 

LEKSES. 

It is customary to define the focal length, F, of a single 
lens as the distance from the focus to the nearest point of 

the surface of the lens, and in the formula e? = Tk' + tt ^ 

-T i/o JJi 

consider i)o and Di as measured from the object and image, 
respectively, to the nearest point of the lens. With this in- 
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terpretation of the letters^ the formula is not exactly ful- 
filled by any actual lens. It holds strictly true only for the 
ideal case of a lens of zero thickness, but it is sufficiently 
near the truth for common purposes in the case of ordinary 
lenses. The formula is about equally accurate, for a double 
conyex lens, at least, when all the distances, F,Do, andZ>i, 
are measured to the optical centre of the lens (§ 258). 

When a combination of lenses is used, as in a microscope- 
objective or a photographic camera, a formula similar to 
that just given can be applied, but the F, Dq, and Z>< oc- 
curring in it are not now measured either to the nearest 
point of the combination or to the optical centre. They 
are measured to certain other points determined by the 
radii of curvature, thickness, and refractive index of each 
lens, and the distance between the two lenses. In the or- 
dinary use of such a combination, its magnifying power is 
substantially equivalent to that of a single ideal thin lens 
having a focal length equal to what is called the focal length 
of the combination. The calculation of the focal length of 
the combination is frequently very laborious. 

Dealers in photographic objectives very frequently state 
as the focal length of a combination of lenses the dis- 
tance from the principal focus to the nearer surface of 
the nearest lens. They sometimes call this the "back 
focal length,^* or, rather, the "back focus ^^ of the combi- 
nation. It is a convenient quantity to use in the descrip- 
tion of a lens, but is not intended for use in the formula 

The term "equivalent focal length,'^ or "equivalent 
focus," is sometimes applied, in the case of a symmetrical 
combination of two equal lenses, to the distance from the 
principal toom to a point imidway between the two lenses« 
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APPENDIX IX. 

EXTRACT FROM THE HARVARD COLLEGE PAMPHLET CALLED 
"DESCRIPTIVE LIST OF ELEMEKTARY PHYSICAL EX- 



It is well to obtain and oompare catalogaea and oircalan from a 
number of firms having apparatiu and supplies to selL It is best, 
whenever it is practicable, to examine apparatus before baying it. 
Teachers most insist that no unnecessary finish shall be given to 
apparatus. Otherwise the prices will be unduly high. Most of 
the articles needed for this course can be obtained from the firms 
named below: — 

Game & Oc, Sudbury St., Boston. Second-hand billiard balls, 
$1 each. 

Ohatillon & Sons, 89 diflf St., New York. Spring-balances. 
See Ezs. I and VIL 

Educational Supply Company, 6 Hamilton Place, Boston. BOa- 
terials and general supplies. Apparatus for this course. 

Bimer & Amend, 206 Third Ave., New York. Materials and 
general supplies. Some apparatus. (This firm has furnished to 
schools the scale-pan balance mentioned in the note to Bz. VH, 
with weights, for about $2.26.) 

Fairbanks A Co., 311 Broadway, New York ; 83 Bffilk St., Bos- 
ton, etc. Scales and balances. (Scales having a beam about 8 in. 
long and a side beam with sliding weight reading to 0.1 grm. are 
furnished, without weights, by this firm for about $6. The firm 
sells also the Ohatillon spring-balances.) 

Gage, A. P., 13 Tremont Place, Boston. Apparatus. 

Ooodnow A Wightman, Sudbury St., Boston. Hardware and 
tools. 

Hall, Thomas, Bromfield St., Boston. Apparatus and materials. 

Metric Bureau, Bostcn. Meter-rods ; measuring-vessels. 

Queen A Co., 924 Chestnut St., Philadelphia. Optical apparatus. 

(The spy-glass for Bz. ZXX need not cost more than $2.60. 
Spectacle-lenses can be obtained from wholesale Jewellers for a 
few cents each.) 

Ritchie A Sons, BrooUine, Mass. Apparatus for this course. 

Russell, A. I<., 109 Court St., Boston. Blectiical apparatus and 
supplies. [Apparatus for this course.] 
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The B. 8. Greeley & Oo^ 6 Dey St, New York. Blectrical 
appaxatuB and supplies. Useful catalogue of electrical supplies. 

A. J. Wilkinson & Co., 184 & 188 Washington St., Boston. 
Hardware and tools. 

It is doubtful whether in this course a teacher can, in general, 
superintend with the best results the laboratory work of more 
than twelve students at once. 

The cost of apparatus and tools, exclusive of fixtures — such as 
tables, water-pipes and gas-pipes— necessary for a class working 
in divisions of twelve upon the experiments of this pamphlet 
[those called *^ Bxercises** in this book] would probably be $350 or 
$400.* In making this estimate, it is assumed that certain articles, 
e.g., the scale-pan balance mentioned in the note to Bxercise VU 
and the Fairbanks platform-balances, need not be furnished to 
each student, but that one instrument will serve for three or four 
students. One barometer and one air-pump will suffice. [If the 
suggestion given in the last paragraph of Bx. XL is followed, 
there should be one small air-pump, without plate, for every three 
or four students. See Ritchie's Catalogue.] The cost of appar- 
atus will depend to some extent upon the particular exercises 
which are chosen for performance. 

Throughout most of this course twelve students can work simul- 
taneously upon the same experiment at two tables 10 ft. long and 
3 ft wide, made accessible on both sides and at the ends. Bach 
student should have gas at his command on such a table. A con- 
venient arrangement would be to run a gas-pipe, sustained from 
above, parallel to the length of each table and about 2 ft above 
its middle, tapping this pipe to supply each burner. For the ex- 
periments in magnetism and electricity it would be well to have 
the tables movable from the vicinity of the gas-pipes, but this is 
not necessary. The laboratory should have one or two water- 
taps and a lead-lined or, better, a soap-stone, sink of generous pro- 
portions. 

The Educational Supply Company mentioned above 
issues a price-list of the articles needed for the exercises of 
the College pamphlet. A. L. Kussell & Co. will probably 
do the same. 

* I shall be glad to give special regard to buying particular articles 
to teachers who are not satisfied with prices demanded.— E. H. H. 
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Aberration, chromatic, 818; with 
lenses, 310, 811. 

Abreast, arrangement of bat- 
teries, 862. 

Absolute temperatures, 199 ; units, 
872, 378; units of force, 133; 
zero, 198, 199. 

Acceleration of gravity, 185; 
with pre-existing motion, 140. 

Achromatic lenses, 313. 

Acoustic qualities of rooms, 259. 

Action and reaction, 146. 

"A "fork, 251. 

Air, experiments on compressi- 
bility of . 45; pressure of, 40; 
Sumps, 75; specific gravity of, 
I; thermometer, 194, 195. 

Amalgamating zinc, 849, note. 

Ampere, 856. 

Angle, critical, 295-297. 

Apertures, formation of images 
by, 276. 

Archimedes, principle of, 53. 

Astronomical telescope, 324-326. 

Atmosphere, the "homogene- 
ous," 63. 

Atmospheric pressure, magnitude 
of, 4Sb; variations of, 44; vapor, 
226, 227. 

Atoms, 240. 

Average pressure, definition of, 
38. 

Axis, principal, 299; of rotation, 
97-, secondary, 299. 

Balance, rules for use of, 4; with 
scale-pans, 8. 

Barometer, construction and use 
of, 42; measurements of heights 
by, 44; principle of, 41. 



Batteries, combinations of, 861- 
865; voltaic. 842-848. 

Beate. 263-265. 

Bellows, hydrostatic, 71. 

Bending, combination of stretch- 
ins and compression, 17. 

Bending-rods, experiments on, 
18-19. 

Boiling, 217-228. 

Boiling-points. 224-225. 

Boyle's law, 46. 

Brass wire, elasticity of, 11. 

Breaking- strength, dependence 
on dimensions, 21 ; method of 
testing, 7. 

Bunsen's cell, 851; photometer, 
283-284. 

Buoyancy, centre of, 119. 

Buoyant effect of water, 51. 

Calorimetry, 206-210, 216, 217, 
229, 230. 

Camera, photographers', 820,821. 

Cells, chemical reactions in, 845- 
348; galvanic, 343-852. 

Centimeter, 8. 

Centre of buoyancy, 119; gravi- 
ty, 115; optical, 299. 

Centres of curvature, 299. 

Centrifugal force, 189. 

Charles, law of, 194. 

Chatillon, spring-balance, 7. 

Chemical reactions in cells, 845- 
848. 

Chladni's figures, 268-269. 

Chromatic aberration, 818. 

Coeflacient of friction, 150. 

Combinations of batteries, 861- 
365; of sounds, 263. 

Compiass, magnetic, 827, 828. 
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Compensating pendulum, 199, 

Components of forces, 82. 

Composition of forces, 84; mo- 
tions, 127. 

Compound microscope, 822-824. 

Compression, limit of elasticity 
in, 17. 

Compression, modulus for, 17. 

Condensation of "permanent" 
gases, 225-226; of vapor of 
water, 218-223. 

Conduction of heat. 282-234. 

Conductivities, electrical, table 
of, 874. 

Conductors of electricity, 388. 

Conjugate foci, 807. 

Conservation of energy, 162. 

Constants, physical, tables of, 
374. 

Convection currents, 284, 285. 

Cooling of gases by expansion, 
288.289. 

Copper wire, modulus of elastic- 
ity. 14. 

Couple, arm of, 107; defined, 94; 
moments of, 105. 

Critical angle, 295-297. 

Cross-section, formula for area 
of. 9. 

Crova's disc, 248, 249. 

Cups, crown of, 842. 

Currents, action of, on magnets, 
854^856; convection, 234, 285; 
strength, 855. 356. 

Curvature, centres of, 299. 

Daniell cell, 349-351. 

Density, definition of, 49; experi- 
ment to determine, 49; relation 
to specific gravity, 54, 55. 

Deviation, minimum, 298. 

Dew-point, 217-221. 

Diaphragms, use of, 813. 

Dip. 329. 

Discord, 265. 

Disc, Crova's. 248, 249. 

Dispersion of light, 811-815. 

Distance, Effect of, upon illumi- 
nation, 279; units of, 2, 869-871. 

Distillation, 227, 228. 

Draft of stoves, cause of, 200, 



Dyne, 878. 

Dyne-centimetre, 161; defined, 
188. 

Ear-trumpets, 259. 

Echoes, 249. 

Elasticity, laws of longitudinal, 
18; in bending, 17-19; limit of. 
10; modulus of, 14; of shape 
or figures, 10; of torsion, 21; 
of volume, 9. 

Electric inductions, 839-842. 

Electricity, 1, 336-865; historical 
sketch. 886; kinds of, 887, 388. 

Electrification by friction, 386, 
837. 

Electromagnetism, 365; motive 
force, 352-354. 

Electrophorus, 341, 342. 

Electroscope, gold-leaf, 888, 389 

Energy, 159; conservation of, 
162; kinetic, 159; of sound- 
waves, dissipation of, 272; po- 
tential, 159-162; radiant, 286; 
solar, 289, 240; tends to become 
heat, 240. 

English units, 8. 

Equilibrant of forces, 88. 

Equilibrium, conditions for, 102; 
neutral, 118; of forces, 79, 80; 
stable, 118; unstable, 118. 

Erg, 161. 

Expansion by heat, force of, 200; 
of gases, 188-194; working 
problems on, 196-199. 

Experiments in measuring 
lengths, 8; in weighing, 4; 
qualitative. 2; quantitative, 2. 

Eye-pieces, 323. 

Falling bodies, laws of. 184. 

Field, magnetic, 382-334. 

Floating bodies, stability of, 119. 

Fluids, 29. 

Focal distance, 299; of lenses, 
determination of, 800-307. 

Foci, conjugate, 807. 

Foot, 3; -pound, 155; -poundals, 
161. 

Force, absolute units of, 112; a 
neutral action, 143; compo- 
nents Qf a, 82: deSniiiop of, 1; 
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inertia units of, 134; magnetic 
lines of, 3S2-384; pump, 74; 
units of, 2. 

Forces, all in the same straight 
line, 90; composition of, 83; 
equilibrant of, 83; equili- 
brium of two, 83; of three, 
83; in one plane, but not all 
parallel, 108; moment of, 96; 
not meeting at one point, 90; 
parallel, 91; parallelogi-am of, 
85; resolution of , 83; resultant 
of, 82; specification and repre- 
sentation of, 81; triangle of, 85. 

Freezing mixtures, 214, 215. 

Friction, 149; coelHcient of, 150; 
electrification by, 336, 337; 
laws of, 153; in applied me- 
chanics, 153. 

Fulcrum, 104. 

Fundamental note, 267. 

Fusion, 211-217; latent heat of. 
214-217. 

Galvanic cells, 343-352. 

Galvani, discoverer of current 
electricity, 342. 

Galvanoscope, 344-354, 355. 

Gamut, 265. 

Gas, 2. 

Gases, see^t^ufo, 29. 

Gases, compressibility of, 30; 
condensation of, 225, 226; 
elasticity of, 9; expansion 
of, 188-194; pressure of, in- 
crease at constant volume, 
189-193; specific gravity of, 
63; tendency to expansion, 30; 
viscosity of, 272. 

Glycerine thermometer, 188. 

Gold-leaf electroscope, 338, 339. 

Graphical method of showing 
results, 14; study of results of 
Exercise VI., 47. 

Gravity, centre of, 115; direction 
of action, 114; intensity of, 
142; specific, 54. 

Gravities, specific table of, 374. 

Harmonics, 267, 268. 

Harmony, 265. 

Heat, 1; conduqtion of, 232-234; 



engines, 289; measure of, 204, 
205; nature of, 203, 204; spe- 
cific, 205-210. 

Heating of gases by compression, 
238, 239. 

*' Homogeneous atmosphere," 
63. 

Hydrostatic bellows, 71; press, 
72; 

Hygrometer, 227. 

Ice, latent heat of melting of, 
216, 217. 

Illumination, effect of distance 
upon, 279. 

Images, formation of b^ small 
apertures, 276; inversion of, 
276, 277; seal, formation of, by 
lenses, 302-304; virtual, for- 
mation of by lenses, 304, 305. 

Inch, 3. 

Inclined plane, 157. 

Incident light, disposal of, 284- 
286. 

Index of refraction, 294,295. 

Induced magnetization, 328. 

Induction, electric, 339-341; 
electrical, 342. 

Inductive reasoning, 25. 

Inertia, 128; units of force, 134. 

Intensity of sound, 258, 259. 

Interference of sound, 252-257. 

Internal refieclion, 295-297; re- 
sistance, 863, 364. 

Insulators of electricity, 888. 

Inversion of images, 276-277. 

Iron beams, shape of cross-sec- 
tion, 21. 

Kaleidoscope, 288, 289. 
Kilogram, 155,871; -metre, 371 
Kinetic energy, 159, 

Lantern, magic, 321, 822; solar, 

376. 
Latent heat of fusion, 214-217; 

vaporization, 228-281. 
Lead, specific heat of, 207-210. 
Leclanche cell, 852. 
Legal ohm, 860. 
Length of sound-wave, deter- 

mm^tion of, 251-257. 
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Lenaes, 397; aberration with, 
810, 811; achromatic, 813 
definitions relating to, 298, 299, 
determination of focal distance 
of, 800-807; forms of, 800; 
relation of, to prisms, 297, 298 

Level surfaces, 36. 

Lever, centre of gravity of, 121 
influence of weight of, 121. 

Levers, straight, 104. 

Lifting-pump, 74. 

Light, 1; definition of, 274; dis- 
persion of, 311-315; disposal of 
of incident, 284-286. 

Light-rays, 275; refiection of, 284 
-289; refraction of, 289; trans- 
mission of, in straight lines, 274, 
275; velocity of, 814, 815. 

Limpidity, 29. 

Lines of magnetic force, 882-884. 

Liquid, 2; experiments on press- 
ure in a, 38, 34. 

Liquids, compressibility of, 80; 
elasticity of, 9; see fluids, 29: 
transmission of pressure by, 81. 

Loops, 267. 

Loudness, effect of resonance on, 
259, 260; of sound, 258, 259. 

Machines, hydrostatic and pneu- 
matic, 71. 

Magic lantei-n, 321, 822. 

Magnets, 327; action of, currents 
on, 354-356; poles of, 829-331. 

Maj^netic attractions and repul- 
sions, law of inverse squares, 
330, 331. 

Magnetic compass, 327, 328; field, 
382-334; force, lines of, 332- 
334; needle, 327. 828. 

Magnetism, 1. 827, 385; opposite 
kinds of, 831, 332; theory of, 
334, 335. 

Magnetization, 328, 829. 

Mariotte*s bottle, 87; law, 47. 

Mass, 130. 

Masses, comparison of, 181. 

Matter, definition of. 2; quantity 
of, 130; units of, 2. 

Matter, unit quantity of, 49. 

Measuring lengths, 3. 

Measures, metric system, 869-871. 



Mechanics, 1. 

Melting-points, 212. 

Meniscus, note to, 58. 

Metre, 3. 

Metric system, 8, 869-871. 

Microscope, compound, 322-824; 
simple, 322. 

Minimum, deviation, 298. 

Mirrors, plane, 287, 288. 

Mixtures, freezing. 214, 215; 
method of, 206. 

Molecules, 240. 

Momentum, 148. 

Moment of a force, 96. 

Moments, centre of, 104; of 
forces, illustrations of, 98. 

Motion, absolute, 126, 127; force 
required to change, 128; rela- 
tive, 126, 127. 

Motions, composition of, 127. 

Musical sounds, 249-251. 

Needle, magnetic, 827, 828. 
Newton, first law of motion, 80, 

129 
Nodes, 267. 
Non-saturated vapora, 224. 

Objectives, 823-326. 

Octave, 265. 

Ohm. 360. 

Ohm's law, 861. 

Optical centre, 299; instruments. 



Ounce, 2. 
Overtones, 267, 268. 

ParraflSn, behavior of, while melt- 

inc, 214. 
Parallel forces, 91; composition 

and resolution of, 93; in one 

plane, 92; not in one plane, 

107. 
Parallelogram of forces, 85. 
Pascal's principle. 86, 71. 
Pencils of light, 275. 
Pendulum, 141; compensating, 

199, 200; motion, relation of to 

fi', 142. 
Penumbra, 278. 
Per cent, one-half of one, results 

to be within, 4, 
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Piennanent magDetization, 828. 

Photographer's camera, SdO, 221. 

Photometry, 280-284. 

Physics, definition of, 1. 

Pile, Volta's, 842. 

Pitch, 260-262; of strings, 270. 

Pivot, 105. 

Plane mirrors, 987, 288. 

Plumb-line, 115. 

Pneumatic machines. 71. 

Poggendorff's cell, 351. 

Poles of magnets, 329-881. 

Polarization in galvanic cells, 
351. 

Polygon of forces, 89. 

Porte-lumi^re, 274, 376. 

Potential energy, 159-162. 

Pound, 2. 

Poundal, defined, 188. 

Press, hydrostatic, 72. 

Pressure at great depth in water, 
89; at a point, definition of, 
88; of gases, increase at con- 
stant volume, 189-198; of 
vapors, 222, 223; total on non- 
horizontal surface, 39; upward 
in liquids, 58. 

Principal axis, 299. 

Prisms, refraction by, 289-298; 
relation of, to lenses, 297, 298; 
water, 291, 292. 

Projection, apparatusfor,876,377. 

Properties, changes of, due to 
heat. 211-220. 

Pumps, for air, 75; for water, 78. 

Quality of tones, 266. 

Radiation, 285-287. 

Rays of light, 275; properties of, 

due to wave-length, 815, 316. 
Real images, formation of, by 

lenses 302—304. 
Reflection, internal. 295-297; of 

light, 284, 289; of sound, 249. 
Refraction by prisms, 289-298; 

index of, 294, 295; of light, 

289. 
Refractive power, 294, 295. 
Repulsion, magnetic, 329, 380. 
Resistance-coils, 360 ; internal, 

868, 864; of wires, 856-859. 



Resolution of forces, 88-86. 
Resonance-box, 260; effect of, in 

loudness, 259, 260. 
Resultant of forces, 82; at right 

angles, 85; in several planes, 

87. 
Rigidity, 10. 

Rooms, acoustic qualities of, 269. 
Rotation, axis of, 97, 104; defined, 

96. 
Rumford's photometer, 280-282. 

Saturated vapor, 228. 

Screw-calipers, 9. 

Sea-water, density of, 69. 

Secondary axis, 299. 

Series arrangement of batteries, 
362. 

" Seven-in-one apparatus," 81. 

Shadows, 277-279. 

Simple microscope, 822. 

Siphon, 78. 

Solid, 1. 

Solids, elasticity of, 10; perfectly 
elastic, 25. 

Solar lantern, 876; spectrum, 
312, 818. 

Sound, 1; intensitv of, 268, 259; 
interference of, 252-257; reflec- 
tion of, 249; sources of, 246; 
transmission of, 244-249; veloc- 
ity of, 245-257. 

Sound-wave, graphical represen- 
tation of, 252. 

Sound-waves, 246-257 ; determi- 
nation of length of, 251-257; 

. dissipation of energy of, 272. 

Sympathetic vibrations, 271, 272. 

Sounds, combinations of, 265. 

Sounds, musical, 249-251. 

Speaking-trumpets, 259. 

Specific gravities, table of, 
374; gravity defined, 54; for- 
mula for, 57; of air, 64; of 
gases, 63; of a liquid, 60; of 
a solid that fioats in waler, 
58; of a solid that sinks in 
water, 56; relation of, to den- 
sity, 54, 55. 

Specific heat, 205-210; heats, 
table of, 374. 

Spectrum, solar, 812, 31& 
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Spring-balance, directions for 

use of, 7, 8; for 8 oz., 50; 

test for zero-point error, 7. 
Stability, 116; of floating bodies, 

119; suspended bodies, 119. 
Standard temperature, 199. 
Steam-heating, 231. 
Steel, modulus of elasticity, 14; 

wire, tenacity of, 6. 
Stiffness, laws of, 20. 
Strain, definition of, 2. 
Strains in wires. 10. 
Strings, pitch of, 270; vibration 

of. 266-268. 
Stress, definition of, 2. 
Suction, pump, 74. 
Sun, a source of energy, 239, 

240. 
Surface-tension, 35. 
System, metric, 3, 000. 

Thermal capacity, 205, 206. 

Telescope, astronomical, 324- 
326; efaciency of, 325, 326. 

Temperature, standard, 199. 

Temporary magnetization, 328. 

Tenacity, definition of, 6. 

Thermometer, air, 194, 195. 

Tones, quantity of, 266. 

Torsion, elasticity of, 21 ; laws of, 
24. 

Translation defined, 96. 

Transmission of light in straight 
lines, 274, 275. 

Transverse forces, strains pro- 
duced by, 17. 

Triangle of forces, 85. 

Tuning-fork, measurement of 
pitch of, 261. 262. 

Twisting, experiments on, 22, 
23,24. 

Umbra, 278. 

Units, absolute, 372. 373. 
Units, English. 3; of distance, 2, 
371; force, 2, 372, 373; of force. 



absolute, 188; 872, 873; of mat- 
ter, 2; of work, 161, 872, 373. 

Vapor, 2; atmospheric, 226, 227. 

saturated, 223. 
Vaporization, 217-231. 
Vapors, maximum, pressure of, 

222, 223; non-saturated, 224. 
Velocity, defined, 128. 
Velocity of light. 314, 315; 

sound, 245-257. 
Vibration of strings, 266-268. 
Vibrations, complete, 251, note; 

sympathetic, 271, 272. 
Virtual images, formation of, 

by lenses, ^4, 305. 
Viscidity, 29. 
Viscosity, ne viscidity, 29; of 

gases, 272. 
Visibility of objects, 285, 286. 
Voltaic battery, 342-348. 
Volume, changes of during 

fusion, 213; increase of, during 

evaporation, 224; units of, 49, 

369-371. 

Water-prisms, 291, 292. 
Wave-len^s in relation to other 

W properties of rays, 315, 216. 
aves of solar energy, 235, 236; 

sound, 246-257; determination 

of length of, 251-257. 
Weighing, 3; rules for, 4. 
Weight, Toss of, in water, 50. 
Weights, metric system, 369-371. 
Wire-gauge, Brown and Sharpe, 

9; numbers, equivalents for, 

372. 
Wires, electrical resistance of. 

356-359. 
Winds, cause of. 200. 
Work defined, 154; units of, 155- 

161. 
Zero, absolute, 198-199. 
Zinc, behavior of. at different 

temperatures, 211. 
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The principal objects of the series are to supply the lack — in 
some subjects very great — of authoritative books whose princi- 
ples are, so far as practicable, illustrated by familiar American 
facts, and also to supply the other lack that the advance of Sci« 
ence perennially creates, of text-books which at least do not 
contradict the latest generalizations. The scheme systemati- 
cally outlines the field of Science, as the term is usually em- 
ployed with reference to general education, and includes 
Advanced Courses for maturer college students. Briefer 
Courses for beginners in school or college, and Elementary 
Courses for the youngest classes. The Briefer Courses are not 
mere abridgments of the larger works, but, with perhaps a 
single exception, are much less technical in style and more 
elementary in method. While somewhat narrower in range 
of topics, they give equal emphasis to controlling principles. 
The following books in this series are already published : 

THE HUMAN BODY. By H. Newell Martin, Professor in 

the Johns Hopkins University. 
Advanced Course. 8vo. 655 pp. 

Designed to impart the kind and amount of knowledge every 
educated person should possess of the structure and activities 
and the conditions of healthy working of the human body. 
While intelligible to the general reader, it is accurate and suffi- 
ciently minute in details to meet the requirements of students 
who are not making human anatomy and physiology subjects of 
special advanced study. The regular editions of the book contain 
an appendix on Reproduction and Development, Copies without 
this will be sent when specially ordered. 

From the Chicago Tribune: ** The reader who follows him through 
to the end of the book will be better informed on the subject of 
modern physiology in its general features than most of the medical 
practitioners who rest on the knowledge gained in comparatively an- 
tiquated textbooks, and will, if possessed of average good judgmeriV 
and powers of discrimination, not be in any way confused by statf 
ments of dubious questions or conflicting views." 



2 THE AMERICAN SCIENCE SERIES. 

THE HUMAN BOW. -^CatUtnued. 

Briefer Course. i2mo. 364 ppb 

Aims to make the study of this branch of Natural Science a 
source of discipline to the observing and reasoning Unities, 
and not merely to present a set of facts, useful to know, which 
the pupil is to learn by heart, like the multiplication-table. 
With this in view, the author attempts to exhibit, so far as is 
practicable in an elementary treatise, the ascertained facts of 
Physiology as illustrations of, or deductions from, the two car- 
dinal principles by which it, as a department of modern science, 
is controlled, — ^namely, the doctrine of the "Conservation of 
Energy" and that of the " Physiological Division of Labor. " To 
the same end he also gives simple, practical directions to assist 
the teacher in demonstrating to the class the fundamental facts 
of the science. The book includes a chapter on the action upon 
the body of stimulants and narcotics. 

From Henry Syl^vikll, Professor of Physiology, University of Muhi' 
gan: "The number of poor books meant to serve the purpose of 
text-books of physiology for schools is so great that it is well to 
define clearly the needs of such a work: i. That it shall contain ac- 
curate statements of fact. 2. That its facts shall not be too numer- 
ous, but chosen so that the important truths are recognized in their 
true relations. 3. That the language shall be so lucid as to give no 
excuse for misunderstanding. 4. That the value of the study as a 
discipline to the reasoning faculties shall be continually kept in view. 
I know of no elementary text-book which is the supexjor, if the 
equal, of Prof. Martin's, as judged by these conditions.'^ 

Elementary CourtOi i2mo. 261 pp. 

A very earnest attempt to present the subject so that children 
may easily understand it, and, whenever possible, to start with 
familiar facts and gradually to lead up to less obvious ones. 
The action on the body of stimulants and narcotics is fully treated. 

From W. S. Perry, Supefintendent of Schools, Ann Arbor, Mich.t 
" I find in it the same accuracy of statement and scholarly strength 
that characterize both the larger editions. The large relative space 
given to hygiene is fully in accord with the latest educational opinion 
and practice; while the amount of anatomy and physiology comprised 
in the compact treatment of these divisions is quite enough for the 
most practical knowledge of the subject. The handling of alcohol 
and narcotics is, in my opinion, especially good. The most admira* 
ble feature of the book is its fine adaptation to the capacity of younger 
pupils. The diction is simple and pure, the style clear and direct, and 
the Quuiner of presentation bright and attractive/' 
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ASTRONOMY. By Simon Newcomb, Professor in the Johns 
Hopkins University, and Edward S. Holden, Director of 
the Lick Observatory. 

Advanced Course. 8vo. 512 pp. 

To facilitate its use by students of different grades, the sub- 
ject-matter is divided into two classes, distinguislied by the size 
of the type. The portions in large type form a complete course 
for the use of those who desire only such a general knowledge 
of the subject as can be acquired without the application of ad- 
vanced mathematics. The portions in small type comprise ad- 
ditions for the use of those students who either desire a more 
detailed and precise knowledge of the subject, or who intend to 
make astronomy a special study. 

From C. A. Young, Professor in Princeton College : ** I conclude 
that it is decidedly superior to anything else in the market on the 
same subject and designed for the same purpose." 

Briefer Course. i2mo. 352 pp. 

Aims to furnish a tolerably complete outline of the as- 
tronomy of to-day, in as elementary a shape as will yield satis- 
factory returns for the learner's time and labor. It has been 
abridged from the larger work, not by compressing the same 
matter into less space, but by omitting the details of practical 
astronomy, thus giving to the descriptive portions a greater 
relative prominence. 

From The Critic: "The book is in refreshing contrast to the 
productions of the professional schoolbook-makers, who, having only 
a superficial knowledge of the matter in hand, gather their material, 
without sense or discrimination, from all sorts of authorities, and 
present as the result an indigesta moles , a mass of crudities, not un- 
mixed with errors. The student of this book may feel secure as to 
the correctness of whatever he finds in it. Facts appear as facts, and 
theories and speculations stand for what they are, and are worth." 

From W. B. Graves, Master Scientific Department of Phillips 
Academy: " I have used the Briefer Course of Astronomy during the 
past year. It is up to the times, the points are put in a way to inter- 
est the student, and the size of the book makes it easy to go over the 
subject in the time allotted by our schedule." 

From Henry Lefavour, late Teacher of Astronomy, Williston Semi' 
nary : '* The impression which I formed upon first examination, that 
it was in very many respects the best elementary text-book on the 
subject, has been confirmed by my experience with it in the class* 
room*" 
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ZOOLOGY. By A. S. Packard, Professor in Biowa Uahi». 

sity. 
Advanced Course. 8vo. 719 pp. 

Designed to be used either in the recitation-room or In the 
laboratory. It will serve as a guide to the student who, with a 
desire to get at first-hand a general knowledge of the structure 
of leading types of life, examines living animals, watches their 
movements and habits, and finally dissects them. He is pre- 
sented first with the facts, and led to a thorough knowledge 
of a few typical forms, then taught to compare these with 
others, and finally led to the principles or inductions growing 
out of the facts. 

From A. E. Verrill, Professor of Zoology in Yale CoUege: " The 
general treatment of the subject is good, and the descriptions of 
structure and the definitions of groups are, for the most part, clear, 
concise, and not so much overburdened by technical terms as in sev- 
eral other manuals of structural zoology now in use." 

Briefer Course. i2mo. 334 pp. 

The distinctive characteristic <^ this book is its use of the 
object method. The author would have the pupils first examine 
and roughly dissect a fish, in order to attain some notion of 
vertebrate structure as a basis of comparison. B^inning then 
with the lowest forms, he leads the pupil through the whole 
animal kingdom until man is reached. As each of its great 
divisions comes under observation, he gives detailed instruc- 
tions for dissecting some one animal as a type of the class, and 
bases the study of other forms on the knowledge thus obtained. 

From Herbert Osborn, Professor of Zoology^ Iowa Agricultural 
CoUege : " I can gladly recommend it to any one desiring a work of 
such character. While I strongly insist that students should study 
animals from the animals themselves, — a point strongly urged by 
Prof. Packard in his preface, — I also recognize the necessity of a 
reliable text-book as a guide. As such a guide, and covering the 
ground it does, I know of nothing better than Packard's." 

Rrst Lessons in Zoology. i2mo. 290 pp. 

In method this book differs considerably from those men- 
tioned above. Since it is meant for young beginners, it de- 
scribes but few types, mostly those of the higher orders, and dis- 
cusses their relations to one another and to their surroundings. 
The aim, however, is the same with that of the others ; namely, 
to make clear the general principles of the science, rather than 
to fill the pupirs mind with a mass of what may appear to mm 
unrelated facts. "^ 
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PSYCHOLOGY— Advanced CourM. By Wiluam jAMBfl^ Pko- 

fessor in Harvard University. 2 vols. 8vo., 689, 704 pfii 

From Prof. E. H. Griffin, John Hopkins University: "An important 
contribution to psychological science, discussing its present aspects and 
problems with admirable breadth, insight, and independence.'^ 

From Prof. John Dbwey, University of Michigan; «* A remarkable 
union of wide learning, originality of treatment, and» above all, of 
never-failing suggestions. To me the best treatment of the whole 
matter of advanced psychology in existence. It does more to put 
psychology in scientific position both as to the statement of established 
results and a stimulating to further problems and their treatment, than 
any other book of which I know." 

From Hon. W. T. Harris, National Bureau of Education: " I have 
never seen before a work that brings together so fully all of the labors, 
eicperimental and analytic, of the school of physiological psychologists.*' 

BOTANY. By Charles £. B£SS£Y» Professor in the Univer^ 

sity of Nebraska. 
Advanced Course. 8vo. 611 pp. 

Aims to lead the student to obtain at first-hand his knowledge 
of the anatomy and physiology of plants. Accordingly, the 
presentation of matter is such as to fit the book for constant 
use in the labaratory, the text supplying the outline sketch which 
the student is to fill in by the aid of scalpel and microscope. 

From J. C. Arthur, Editor of The Botanical Gazette: " The first 
botanical text-book issued in America which treats the most important 
departments of the science with anything like due consideration. This 
is especially true in reference to the physiology and histology of plants, 
and also to special morphology. Structural Botany and classification 
have up to the present time monopolized the field, greatly retarding 
the diffusion of a more complete knowledge of the science." 

Essentials of Botany. i2mo. 292 pp. 

A guide to beginners. Its principles are, that the true aim of 
botanical study is not so much to seek the family and proper 
names of specimens as to ascertain the laws of plant structure 
and plant life; that this can be done only by examining and 
dissecting the plants themselves ; and that it is best to confine 
the attention to a few leading types, and to take up first the 
simpler and more easily understood forms, and afterwards those 
whose structure and functions are more complex. 

From J. T. Rothrock, Professor in the University of Pennsylvania: 
'* There is nothing superficial in it, nothing needless introduced, noth- 
ing essential left out. The language is lucid ; and, as the crowning 
merit of the book, the author has introduced throughout the volume 
' Practical Studies,' which direct the student in his effort to see for 
himself all th^ the te^t-book teaches/' 
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CHEMISTRY. By Ira Remsen, Professor in the Johns Hop- 
kins University. 
Advanced Course. 8vo. 

The general plan of this work will be the same with that of 
the Briefer Course, already published. But the part in which 
the members of the different families are treated will be con- 
siderably enlarged. Some attention will be given to the lines 
of investigation regarding chemical affinity, dissociation, speed 
of chemical action, mass action, chemical equilibrium, thermo- 
chemistry, etc. The periodic law, and the numerous relations 
which have been traced between the chemical and physical 
properties of the elements and their positions in the periodic 
system will be specially emphasized. Reference will also be 
made to the subject of the chemical constitution of compounds, 
and the methods used in determining constitution. 

Introduction to the Study of Chemistry. i2mo. 389 pp. 

The one comprehensive truth which the author aims to make 
clear to the student is the essential nature of chemical action. 
With this in view, he devotes the first 208 pages of the book to 
a carefully selected and arranged series of simple experiments, 
in which are gradually developed the main principles of the sub- 
ject. His method is purely inductive ; and, wherever experience 
has shown it to be practicable, the truths are drawn out by 
pointed questions, rather than fully stated. Next, when the 
student is in a position to appreciate it, comes a simple account 
of the theory of the science. The last 150 pages of the book 
are given to a survey, fully illustrated by experiments, of the 
leading families of inorganic compounds. 

From Arthur W. Wright, Professor in Yale College .'—Th^ stadent 
is not merely made acquainted with the phenomena of chemistry, but 
. is constantly led to reason upon them, to draw conclusions from them, 
and to study their significance with reference to the processes of 
chemical action — a course which makes the book in a high degree dis- 
ciplinary as well as instructive. 

From Thos. C. Van Nuys, Professor of Chemistry in the Indiana 
University: — It seems to me that Remsen's '* Introduction to the 
Study of Chemistry" meets every requirement as a text or class book. 

From C. Lks Mees, Professor of Chemistry in the Ohio University: 
— I unhesitatingly recommend it as the best work as yet published for 
the use of beginners in the study. Having used it, I feel justified ip 
saying; this mWQil. 
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CHEmVTKf— Continued. 

Elements of Chemistry. i2mo. 273 pp. 

Utilizes the facts of every-day experience to show what chem- 
istry is and how things are studied chemically. The language 
is untechnical, and the subject is fully illustrated by simple ex- 
periments, in which the pupil is led by questions to make his 
own inferences. The author has written under the belief that 
"a rational course in chemistry, whether for younger or older 
pupils, is something more than a lot of statements of facts of 
more or less importance ; a lot of experiments of more or less 
beauty; or a lot of rules devised for the purpose of enabling 
the pupil to tell what things are made of. If the course does 
not to some extent help the pupil to think as well as to see it 
does not deserve to be called rational." 

Chase Palmer, Professor in the State Normal School, Salem^ Mass.: 
' — It is the best introduction to chemistry that I know, and I intend to 
put it into the hands of my pupils next Fall. 

A. D. Gray, Instructor in Springfield (Mass,) High School .•-^ii eat, 
attractive, clear, and accurate, it leaves little to be desired or sought 
for by one who would find the best book for an elementary coarse in 
our High Schools and Academies. 

GENERAL BIOLOGY. By William T. Sedgwick, Professor 
in the Mass. Institute of Technology, and Edmund B. Wil- 
son, Professor in Bryn Mawr College. Part L 8vo. 193 pp. 
This work is intended for college and university students as 
an introduction to the theoretical and practical study of bi- 
ology. It is not zoology, botany, or physiology, and is intended 
not as a substitute, but as a foundation, for these more special 
studies. In accordance with the present obvious tendency of 
the best elementary biological teaching, it discusses broadly 
some of the leading principles of the science on the substantial 
basis of a thorough examination of a limited number of typical 
forms, including both plants and animals. Part First, now 
published, is a general introduction to the subject illustrated 
by the study of a few types. Part Second will contain a de- 
tailed survey of various plants and animals. 

W. G. Farlow, Professor in Harvard University, Cambridge, Mass.: 
—An introduction is always difficult to write, and I know no work in 
which the general relations of plants and animals and the cell-stniC 
tur? havp be^n so well §tate<| in a condensed fprn?. 
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POLITICAL ECONOMY. By Francis A. Walker* Plesideiil 

of the Massachusetts Institute of Technology. 
Advanced Couriet 8va 557 pp. 

The peculiar merit (rf this book is its reality. The leader is 
iMTOUght to see the application of the laws of political economy 
to real facts. He learns the extent to which those laws hold 
good, and the manner in which they are applied. The subject 
is divided, as usual, into the three great branches of production, 
exchange, and distribution. An interesting and suggestive 
''book'' on consumption is added, which serves to bring in con- 
veniently the principles of population. The last part of the 
volume is given to the consideration of various practical appli« 
cations of economic principles. 

From Richmond Mayo Smffh, Professor in CohtmHa College^ 
Nm ¥•: — In my optnioo it is the best text-book of political economy 
that we as yet possess. 

From WooDjiow Wilson, Professor in Princeton University ^ N, J.: 
^It serves better than any other book I know of as an introduction 
to the most modem point of view as to economical questions. 

Briefer Course. lamo. 415 pp. 

The demand for a briefer manual by the same author for the 
use of schools in which only a short time can be given to the 
subject has led to the publication of the present volume. The ^ 
work of abridgment has been effected mainly through excision, 
although some structural changes have been made, notably in 
the parts relating to distribution and consumption. 

From Alexander Johnston, laie Professor in Princeton Univer- 
sity ^N. J,:— \is\x\% the "Briefer Course" as a text-book, suited to 
any capacity, I am able at the same time to recommend the "Ad- 
vanced Course " to those who are better able to use it as a book of 
reference, or more inclined to carry their work further. 

Elementary Course* lamo. 323 pp. 

What has been attempted is a clear arrangement of topics; 
a simple, direct, and forcible presentation of the questions 
raised; the avoidance, as far as possible, of certain metaphys*- 
ical distinctions which the author has found perplexing; a fre- 
quent repetition of cardinal doctrines, and especially a liberal 
use of concrete illustrations, drawn from facts of common ex- 
perience or observation. 

H£NRY HOLT & CO^ PUBLISHERS^ N. Y. 
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